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Trade Lopics. 


Paper Bag Machine. 








illustration is given of a new 

inism by which the successive steps 

sary to form a bag from a continuous 

tube may be conducted automati- 

machine consists of a frame or hous- 

which are journaled a series of rolls, 

‘Cc’, D’, E FE’ and F F’, which by means 

system of gear wheels are caused to 

in unison with the same speed, the 

of the upper and lower sets moving, 

ectively, in the same direction, and all 

en by a larger gear on a shaft, G, bear- 

ng on one end a driving pulley, G’, and on 

the other a hand wheel, G”, by which the 

chanism may be operated when desired. 

rhe rolls B B’ are of the same diameter, the 

former having at its central portion a shal- 

ow grove, 6, to receive the narrow part of 
the guide H, hereinafter described. 

The guide H consists of a metallic plate, 
which to the right of and outside of the rolls 
BB is of suitable width to substantially fit 
the inside of the flattened tube, from which 
The 


uter end of this guide extends to the tube 


ections are cut to constitute the bags. 


making mechanism, which may be of any 
At the rolls 
8 B this guide is narrowed to pass through 


well-known or approved kind. 


the groove 6 of the roll B and on the other 
side enlarged to the width of the bag, and 
extends nearly to the central vertical line 
between the rolls_C C’. 

In operation the paper tube passes from 
the tube making mechanism surrounding 
the guide H to the rolls B B’, which, by rea- 
son of the groove 4 to receive the reduced 
part of the guide, press against each other 
the tube on each side of the 
and feed it forward to the 


and grasp 
groove rolls 
t¢ ss 

Mounted in the roll C is a longitudinal 
knife, ¢, preferably placed at an angle of 
ibout 45° with the radius of the roll, with 
its edge projecting slightly beyond its pe- 
riphery, and from the ends of which and ex 
tending at a right angle backward are two 
knives, ¢ ¢, whose edges extend similarly 
beyond the periphery of the roll, and are 
oncentric therewith, and are arranged to 
enter grooves in the roll C’, the edges of all 
the knives being preferably serrated. Be- 
tween the rolls B B’ and C C’ is journaled a 
tock shaft, I, on which are mounted bell 
cranks, I’, the horizontal ends of which to- 
ward the rolls C C’ are united by a bar, I’, 
which passes under the guide H. Directly 
below the shaft I is journaled a shaft, J, ar- 
ranged by means of gears to move in unison 
with the rolls B’ C’, and bearing near each 
end cam wheels, J’, arranged to engage the 
verticalends of the bell cranks I’. These 
parts are so arranged that as the tube passes 
between the rolls C C’, and at the instant the 
edge of the knife ¢c passes the end of the guide 
il, the cam wheels J’ engage the lower end 
ofthe bell cranks I’ and raise the guide H 
Sulliciently to shear the upper sheet of the 
tube, and as the tube moves forward the 
knives ¢ ¢ cut both upper and lower sheets 
of the tube. 
Shaped ridges, C”, which as the tube is pass- 
‘ng between the rolls C C’ crease fold lines 
therein. The tube thus cut and creased 
to the roll D, where paste is applied 
by a revolving paster, D, mounted on a 


On the roll C’ are narrow V 


pass 


shaft and revolving in unison with the roll 
), and which takes paste from a wheel, D% 
which in turn receives it from a wheel, D4, 
run ng in a paste tank, D*, Attached to 
‘te front of the paster D are two knives, ¢, 
whi enter grooves in the roll D and sever 
oth sheets of the tube as the latter moves 
alo The tube, now only adhering to its 
Preceding part by the lower sheet, passes 
‘ver a smooth plate, K, to the rolls E E’. 
Jour: ‘led above this plate is a rock shaft, 
Ly be ring on one end a crank arm, L’, con- 
2 ‘ed with a crank wrist on a disk, on the 
sh 


aft of the roll F by a connecting rod, L”, 
‘nd by which means it is rocked. Mounted 


centrally on the shaft L is a folder, M, con- 
sisting of a crank arm with a curved foot, 
m, arranged to swing so close to the plate K 
that the toe will engage the outside of the 


upper sheet of the tube, and which, swing- | 
| they were working. 


ing backward as the tube advances, folds 
the cut portions of the bag. 
the tube passes between the rolls E FE’, 
where it is pressed at each side and paste is 
applied by a paster, F*, whose operation is 
similar to that of the paster D, and which in 
the same manner receives paste from the 
paste tank F® by means of the wheels F* and 
F*, Thence it passes between the rolls F F’, 
where a knife, f, attached to the former 
and entering a groove in the latter, severs 
It. then 
passes above the rolls N N’ until it is directly 


the remaining part of the tube. 


above their dividing line, when it is struck 
by the edge of. the swinging folder ©, oper- 
ated by a pitman froma crank arm on the 
roll F, folding it and driving it between the 


Thus folded, | 


| 


} 
} 





side of the place would let go quickly, 





and an entire new set would be necessary. 


tion will arise when the engine is running. | 
Tallow costs about 5 cents per pound—a | 


The gears and other machinery made such | considerable difference between the cost of 


an infernal racket that a man could not lis- 





ten to them close enough to tell just how 
Not long ago a little 





device was suggested in the Au/letin de la 
Société de Mulhouse, and it was determined to 
apply it to this case. A rubber tube about 


8 feet long was procured, and an oil can 


with the bottom removed was fastened to 
one end of the tube. The oil can was placed 


| over the workman’s best ear, and the other 


end of the tube was poked down into the 
gear as close to the meshing cogs as possi- 
ble. By this method all exterior noise was 
cut off, and the operator only heard just 
what was going on in front of the end of | 
the tube. It worked first rate in this in- 
stance, and he quickly learned that when a 


certain part of the iron gear came around 
it made a thumping noise when it struck 


cylinder and valve. 


that material and of good cylinder oil. 


which, when used in combination with hot 


steam, seriously attacks the surface of the 


For this reason the 
use of tallow is discouraged by engineers, 
and a heavy, although cheap, cylinder oil 
used instead. As a usual thing the most 
expensive oils will last the longest, but be 
sure that the oil will do its work at the tem- 
perature used. Plumbago is a very good 
thing to put into an engine cylinder. It is 
not a practical lubricator, and it is hard to put 
it where it is needed and to keep it there. 
In making crates cut nails were formerly 
employed, but at present wire nails are used 
in almost every mill. There is now made a 
nail which is a cross between a screw and 


an ordinary plain wire nail. In factitis a 








rolls N N’, which press the last fold and de- 
liver it completely folded. 
The shafts Q Q’ Q2 are simply for idlers 
to transmit motion between adjacent rolls. 
eee 


Picked Up in Paper Mills. 





[WRITTEN FOR THE JOURNAL.] 


3y Mitt HAND. 





It does not look well to see a lot of 
steam pipes hung up under the ceiling and 
along walls with a half dozen kinds of 
hangers, some of which allow the pipe to 
move endwise, while other kinds hold fast 
to the pipe and swing pendulum fashion, 
raising the pipe an inch or two wherever 
the hangers happen to be, thus forming a 
bad water trap, to say nothing of the leaks, 
the bending of the pipe and the strain upon 
the hangers. 
for pipe—and the device may be attached 
to the ceiling or wall—is to use two straps 
of flat iron, one to go down either side of 
the pipe. Put a bolt through the straps, 
and on the bolt between the vertical pieces 
put a piece of three-quarter inch steam pipe, 
cut the right length with the ends filed 
smooth, so that it will run easily on the 
bolt. 
hanger and will allow the pipe to come and 
go as it pleases. It doesn’t work very well 
to have simply a ring slipped over the pipe 
and suspended by a hook screwed into a 
beam above. Sucha thing is apt to grip 
the pipe and hold it firmly in place, often- 
times straining the joints so that they come 
open and leak badly. The roll business pre- 
vents all this, and it also forms a handy rig 
for taking down the pipe, or a_ section 
thereof, when necessary. A man only has 
to unscrew the nut, take out the bolt, and 
then the piece of pipe drops away from the 
long steam pipe, allowing the latter to be 
easily removed. 


The best way to rig a hanger 


This makes a pretty good kind of 


Recently one of those ‘‘ mysterious cases,”’ 
them, 
veloped, and in this, as in most other in- 
stances, it turned out that the mystery was 
somewhere else. The case in question was 


as some mechanics call was de- 


a pair of gears, one casting cut, the other 
a mortise concern. They did not werk well 
together, and every now and then a cog or 
two would give out; then the cogs each 


MACHINE FOR MAKING PAPER BaGs. 


The first time the mill 
was shut down the jack gear was investi- 
gated. One tooth was found nearly one- 
eighth inch too large on one side, and the 
working side at that. Evidently something 
had happened to the gear cutter when that 
particular cut was made. 


the wooden cogs. 


It was probably 
the first or last cut, and the engine was 
moved from the position in which the other 
teeth had 
spent with a cold chisel and several files re- 


been cut. A Sunday forenoon 
duced this gear tooth to such a condition 
that there was no more trouble with it. I 
have found the rubber tube to be invaluable 
in listening to noises around machinery ; I 
can put it close to the cam on the pulp 
screen and determine whether they strike 
By sticking the end 
of the tube close to the shaker crank a man 


evenly or otherwise. 


can tell how that piece of machinery is 
working, and he will, perhaps, as in my case, 
find out some things which he did not know 


before. 
. 


Work. 


[WRITTEN FOR THE JOURNAL.] 


Repair 








By JAmMes F. Hoparr. 


A mill needs a good set of rope tackle 
in addition to the chain falls always used 
for repair work. Sometimes ropes, when 
used over pulley blocks, wear out in the 
middle when the outside of the rope is ap- 
parently as sound as ever. This is caused 
by bending the rope over a sheave and 
causing the fibres to slide a small distance 
upon each other and eventually wear out. 
To prevent this the strands should be lubri- 
cated when the rope is made up, using 
plumbago mixed with a small quantity of 
tallow, just enough of the latter being used 
to hold the plumbago in place. If a rope 
walk is near at hand it will pay to have rope 
for hoisting tackle made to order, and the 
strands blackleaded in this manner before 
they are laid up. 

In selecting oil for use in the cylinder of 
a steam engine it is not profitable to pay 75 
cents a gallon for superior cylinder oil and 


then find that it takes 10 horse power more 
on a 100 horse power engine to compensate 





for the friction caused by that good cylin- 


der oil. Tallow from good fresh suet will 





twisted wire nail, and is supposed to be a 
considerable improvement upon the plain 
concern, as that was over the old cut nail. It 
seems to be a good thing for nailing crates. 

I lately visited a paper mill which was 
located close to a large saw and planing 
mill. A good deal of fuel in the shape of 
shavings and sawdust was to be had at little 
cost. The problem was to burn this fuel 
under the paper mill boilers and to keep up 
steam therewith. Asit was an endless job 
to fire the boilers, which were built for coal, 
with this light fuel, a sort of ‘* Dutch oven”’ 
was built in front of the boilers. The oven 
was much like the old-fashioned brick ovens 
in which bakers baked their bread. It was 
about 12 feet long, 3 feet high, and equal in 
width to a boiler furnace. 

The boiler front was taken down and the 
lower part was cut off, connection being 
made with the 


boiler furnace. 


oven the full size of the 
The light fuel, consisting of 
shavings, sawdust and small slabs, was 
burned in this oven and most of the heat 
was carried through the boiler along with 
the products of combustion. A large 
amount of fuel could be kept in the oven, 
so that it did not burn out so quickly as in 
the The 


works well, and can be applied wherever 


boiler furnace proper. device 
shavings and sawdust must be burned. 

I once made up a lot of zinc tanks for use 
in the color room. Zinc is pretty good 
metal for this business, but the ** old man” 
of the tanks 


painted, and about as fast as the painter 


desired to have the outside 


would apply his pigments they would scale 
off. 


experiment of washing the 


After several modes of treatment the 
zinc with a 
mixture of chloride of copper and nitrate of 
copper, and sal ammoniac, each one part, 
dissolved in 64 parts of water, was tried. 
This wash was left on the zinc for twenty- 
four hours, before applyingthe paint. The 
remedy was effectual and the paint is on the 
zine to this day. 

In figuring the weight of a cast iron ball 
the 
around for a compact rule for that purpose. 


for a safety valve workman hunted 


The weight can be found by multiplying the 
cube of the diameter of the ball by .1365, 
To illustrate, take a 5inch ball. The cube 
of 5 is 125; multiply by .13865 and the 


weight obtained is 17.602 pounds. Some. 


lubricate a cylinder so that very little fric- | times it is necessary to work this formula 





backward. The weight of the ball has been 
figured out and it is necessary to find the di- 


ameter. To do this reverse the operation, and 


divide the weight in pounds by .1365 and ex- 
There is, however, in tallow a kind df acid 


tract the cube root of the quotient; the result 
will be the diameter in inches. To illustrate : 
It is necessary to make a casting in the form 
of a ball which shall weigh just 1,000 
pounds ; what will be the diameter? Divide 
1,000 by .1365, the quotient is 7326.07 ; ex- 
tract the cube root of this sum and the re- 
sult will be 19.4, which is the diameter of a 
ball to weigh 1,000 pounds. 


One or more drawings should be made of 
every piece of repair work of any im- 
portance before the actual work is attempted. 
A drawing or a blue print from the drawing 
is apt to get badly used up when handled 
on construction work. The plans will last 
a good deal longer if they are backed up 
with cloth. To apply the cloth procure 
some muslin of the desired thickness, lay it 
on a table or board, stretch it out flat and 
tack the edges of the cloth so that they will 
stay in place. Lay the drawing bottom side 
up on another board and rub the back of 
the drawing with very smooth flour paste. 
The paste used in finishing a room may be 
used if it is first rubbed through a fine 
sieve, but new paste properly made will not 
need sifting. After the paper has been 
rubbed full of paste, place it paste side 
downward on the cloth, lay another piece of 
paper over the top and rub it down smoothly 
with the hand. 


The door step to a mill repair shop was 
formed of a large iron casting which hap- 
pened to be of the right shape, and when 
blocked up formed an admirable door step 
in dry weather, but it was dangerous, be- 
cause slippery, when it rained or in the win- 
ter season. This was remedied by drilling 
some holes in the casting and riveting a 
piece of rubber packing thereon. The 
packing formed a mat which would not let 
the feet slip, but it did not stay down tight 
to the casting; dirt worked under it and 
soon wore the rubber through or tore it 
the rivets. One of the men studied 
this subject up a little, cleaned off the old 
rubber from the step, took out all of the 
rivets and sandpapered the metal to a clean 
surface. Hethen mixed up some gelatine 
and applied it hot to the step with a brush. 
The rubber was dipped in a hot infusion of 
nutgalls and was then pressed down upon 
the gelatine on the iron casting. That rub- 
ber took right hold of the step and stuck 
until the rubber was fairly worn out. Speak- 


from 


ing of the holding power of this cement re- 
minds me of a kind of marine glue which 
can be used for a joint where the work is 
to be constantly moist. This glue consists 
of 1 part of india rubber, 2 parts of asphal- 
tum and 12 partsof coal tar. The rubber 
is cut up into very fine shreds and dissolved 
in the coal tar, which must be undistilled ; 
then the asphaltum is melted in and stirred 
until thoroughly mixed. This glue will 
stick tight under water, if applied when the 
surfaces are dry, and not placed in the 
water until thoroughly set. Doubtless this 
glue would have cemented the rubber to 
the step as well as the gelatine and nut- 
galls. 

There is a good deal of inventing done at 
the United 
A good deal of it might as well be 


one time or another around 
tates. 
left undone, and a great deal more ought to be 
A man 


does not stop to think that he is an inventor 


done which is at present neglected. 


when he begins to study up a better way 
for doing work or a kink whereby he can 
make the lathe or planer do the job in fif- 
teen minutes less time than is at present 
required. Studying out these things is true 


invention, although it may not be very 


brilliant work. Anyway it is a great deal 
better for a mechanic to put his wits to 
work on such things than to let them run 
all the time on cigarettes, beer, billiards 
and similar dissipations. It is safe to say 
that any man can putin time equal to one 
day a month simply in bettering his kit of 
tools, and that time will never be lost to 


himself or to his employer. 
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- OSBORN & WILSON. 


Samples of of Book, News, Covers, White and | HARDWARE, BOO K, NEWS, 
Colored Writings; Envelopes: Mill and Pasted Bristols; Glazed, | ann MANILLA PAPERS, 


Plate and Fancy Papers; White, Colored and Manilla ec 
re Pees Se Ce _ 87 WARREN STREET, NEW YORK. 


special and regular lots 





Paper Dealers, 30, 32 & 34 South Sixth Street, Philadelphia. 


BEING AGENTS FOR ALL THE LEADING MANUFACTURERS, OUR STOCK IS UNEXCELLED 
AND FACILITIES ARE AMPLE TO EXECUTE ORDERS PROMPTLY. 


85 FRANKLIN STREET, BOSTON. 





AVING purchased the property adjoining our mill, known as the 


DICKINSON & CLARK PAPER CO., 
nish, in addition to our regular line of COVER PAPERS, ENGL | 
GLAZED HARDWARE, &c., &c., a first-class line of BOOK and FLAT) 


STRAW PAPER, 
FOLDED WAITING. down, but will run continuously on the a M A N I LA PA PE R, PA PER BAGS, Kc., 
lines as formerly. 
" OROGKER MFG. 00., Holyoke, Mass. 


NONOTUCK PAPER COMPANY, 


HoLYoHRKE, MASS., 
—— MANUFACTURERS OF — 
Animal Sized Flat, Ruled and Envelope Papers, Enameled Book, 
Coated Label, Litho and Glazed Papers. 
Also Superealentored and Machine Finished Book Papers. 


-ALBION PAPER COMPANY, 
Hiolyoke, Mass., 
Manufacturer of Machine and Super-Calendered 


BOOK PAPER, 


— ALSO, — 


ENGINE-SIZED FLAT PAPER. 


EDWARD C. TAFT, Treasurer. 


we are prepared to fur- 


FOR DOMESTIC 


CORNELL & WARD, 


150 & 152 Duane St., cor. West Broadway, New York. 


AND EXPORT TRADE. 





Established 17 


‘THE JAS. M. WILLCOX PAPER 60., 


(WM, FEF. WILLCOX) 
Paper Manufacturers and Dealers, 


609 MINOR STREET. PaLeL ral, PA, ®- S350" 


GLEN MILLS, Delaware Co., Pa. 


MM. FirzGIBBON & Co., 


63, 65, 67 CROSBY STREET, NEW YORK. 
STRAWBOARDS. 2. 5a re. oss 
ANY COLOR OR QUALITY OF PAPER. 

AGENTS FOR MARSHALL, 


PAPER BOX MACHINERY.12220) 12 


MACHINES FOR EVERY KIND OF WORK. ILLUSTRATED CATALOGUES SENT ON APPLICATION. 


MORRISON & CASS PAPER CO.,|LINING PAPERS. "2:22 o=oonc: nox nvms on 

T FORO, Penn., Xx 53 CROSBY STREET. 

: J OHN CROTTY, Near Broome, NEW YORK. 
PAPER, 

Paper Bags and Twine, 


Manilla Rope, Bogus Wrapping and Straw Paper of all kinds. 








Manufacturers of Machine Finish and Super-Calendered 


BOOK PAPERS 


— AND -— 


MANILLA WRITINGS. 


WHITMORE MANUFACTURING (0, *°-%°x®, mss.| CHARLES S. CLARK, pcan, 


Roll Paper for Perfecting Presses, 


FINE NEWS AND BOOK PAPERS, PLATE AND CHROMO PAPERS, 
ENAMELED BOOK AND VELVET FINISH ART PAPERS, 





—— MANUFACTURERS OF — 
COATED LITHOGRAPH AND CHROMO PLATE 


PAPERS AND CARD BOARD. 











WHITE, TINTS AND COLORS. aul = 
—— ____. mm © ol 

PASTED WEDDING BRISTOL A SPECIALTY. as ny = 
eee .__,§|_,§_e | o = Sane S << 2 
POLAND PAPER COMPANY, |£=:= P05 z 
mes S5is ‘73° 
MANUFACTURERS OF ee 27 
= 2ee zmZe 
BOOK PAPER, :2'= ee 
vy 25> FE "a on 

Mechanic Falls and Gilbertville, Me. 4 « = ” Po 

a > 





Eagle Star, Diamond, Poland, Union, Androscoggin and Canton Mills. 
Cc. R. MILLIKEN, Treasurer 


poe rene orest See een =o | |QCKPORT FELT C(O. 


HITE & WELLS,« 


LOCKPORT, N. Y. 


No. 156 Bank Street, Waterbury, Conn., 


STRAWBOARDS. 


PULP LINED BOARDS, 


IN WHITE, COLORED AND MANILLA LININGS. 


Newfane Pulp and Press Felts, 


| —_—_— Write for ‘Terms. —_—— 
NOT CONNECTED WITH ANY TRUST OR COMBINATION. | 
PAPER OF ALL KINDS for Mahathetasers, Pager Bes Makers FR E D E R | C K BE RT UC H- er CO., 


— — Room 312, Temple Court Building, New York, 


PIEDMONT PULP AND PAPER CO., 


MANUFACTURERS OF 


Bleached Sulphite Spruce Pulp, 


PIEDMONT, WEST VIRGINIA. 











— AGENTS FOR — 


| 
CHR. CHRISTOPHERSEN, 


CHRISTIANIA, 


Chemical and Mechanical Wood Pulp. 


BRANCHES: 


CHR. OHRISTOPHERSEN & 00., London. | LAMMLETH & 00, . . Paris, 
GUSTAV von REIS, Goteborg. | GEO, v, d. BUSCHE, 








A. STORRS & BEMENT CO., a S ELLIOT & Co..,| 
| 





H, E, PRATT, 


No. 60 DUANE STREET, 


NEW YORK. 


SEND FOR 
Our Fifth Edition 


TO SELECT, 
HOW LAY AND PANT 


A TIN ROOF. 


Sent Free of Cost. 


Philadelphia. Chicago. 
New York, Kansas City. 


Gro. Hi. TarLon. ~ Jas. T. Mp 


GRO TAYLOR & Ul), 


Paper Dealers, 
207 and 209 MONROE ST., CHICAGO, 


EXTRA SUPERCALENDERED, 
No. 2 SUPERCALENDERED 


ALL GRADES AND OCOLOBS. 
Print, Manilla, Colored, News, 
COVER PAPERS, PLATE AND CHROMO. 


We have excellent facilities fo or disposing of job lots of 
all grades that can be purchased at low prices. Samples 
of same and regular line ane solicit 





A SPECIALTY OF LARGE CONTRACTS 
FOR ROLL PAPER. 


E. L. LAING & C0, 


Successors to I.N. SMITH & CO., 


Paper Warehouse 


58 Centre St., New York. 
Hardware, Rope and Manillas 


A SPECIALTY. 





AGENTS FOR 
A. SWEET & SON’S 
Manilla Oil and Parchment Letter- 
Press Copying Boards, 


_ PAPER AND TWIKE 0) OF ALL KINDS. 





EX we 2 NEN 


=O S— 





Prompt, Reliable and “Sure 
INSURANCE. 


Ppotic TES issued giving full protection to em- 
ployers against loss by claims from employ 

on account of Accident. Rates proportioned to ris < 
ofoccupation. One premium the only payment dur- 
ing year. No contingent or other liability on part of 
employer. 

Chief Office in the United States, BOSTON, MASS. 

ENDICOTT & MACOMBER, Managers and 
Attorneys. 


AGENTS: Sam’t APPLETON, 28 Central St., Boston. 
Epmunp Dwieut, Jr., General Agt. for New York 
Gero, A.GILBERT, 226 & 228 La Salle St., Chicago, Ill. 

Middle Department, TATTNALL PAULDING, Resident 
Adviser ; w G. Hooven, Manager; Jouy M 
ASH, Jr., Seamed Agent, 416-420 Walnut 8t., Phila 

Maryland Department, LAwrorp & McKim, G 
Agente for Maryland and District of ¢ ‘olum! a 
So. Holliday St., Baltimore, Md 


Agents in All Cities. 


We make a Specialty of 














Correspondence. 
Western New York. 


OM OUR REGULAR CORRESPONDENT. ] 





Loct rT, N. Y., May 8, 1891 
stled far up the Genesee Valley, un- 
e brow of some lofty hills, reposes the 


e of Dansville. Reposes I say, for 


1 and pretty town has just enough of 


int and aristocratic air about it to 


tranquil and self respected. 
back in the ‘‘ forties ’’ Dansville was 
me of 


tries. 


a great many paper making 
I lately ran across an old resi- 
if the place in those days—as I was 
ig onto the train for Rochester—in the 
editor, A. L. Under. 
of 


Underhill was visiting his 


1 of the veteran 
of the Steuben Ci 
N.Y. Mr. 
me, and had been the guest of A. O 


|, of the Dansville Advertiser, for the 


unty Advocate, 


Underhill told 
lays of paper making. 


me something of the 
He was in the 
nding business back in the forties and 
in Dansville, and did all of the work 
paper mills. 

in those days,”’ 


1 see, said the gray 


veteran, ‘‘there were no railroads 
| trade was carried on by trading and 
is. There were the Bradley Brothers, 
had three I think, 
rson & Co., who had quite a number 


ind some over at Poggs Hale, about 


mills, and also 


es away. These mills all made writing 
First they made the pulp in the old- 
med way, from rags. Then they sized 
tubs and hung it up to dry on ropes; 
yurdrinier machines in those days. 
the boys would send the paper over to 

me to have it cut up and bound into books. 
mill firms would employ perhaps a 


» of dozen wagons, which they sent 


out with a stock to trade for rags and other | 


iandise. Money was pretty 


mer 
it when one could not trade he would have 
iy. Then came the railroads and the 


machine made paper from down East, and 


the bottom was knocked out of paper mak- 
ing in Dansville. But while the mills ran 
they made money.” 

The last of July, 1890, the Whiteman 


per Mills, of Dansville, which had been in 





eration 
ground. The buildings were mostly frame 
and were quickly destroyed. In September 
following work on the present mills began, 


for five years, burned 


and it has been steadily going ever since. 

The machinery is not yet all erected, 
Ithough a great part is up, and it is ex- 
pected to have the mills in operation within 
a week or ten days. The mills will make 
straw pulp, and the process had been in 
peration in the old mills. 

\ description of these mills would not be 
amiss. The buildings are fireproof, being 
constructed of brick and iron throughout, 
the roofs being of slate with asbestos lining. 


: 


The first building visited was the straw 


room. This is 110x45 feet with slate roof 


sea & 


straw. The straw 


whence, after being weighed, it is 


to 


scale, 
a feed cutter, and 
half to three- 


length is delivered 


after being 
of 


auto- 


passed on 


cut from a quarters an 


to 


h takes it across through 


inch in an 
matic carrier whi« 
a passageway to the main mill located some 
75 feet off. 
by automatic sprinklers and drop shutters 
suspended from fusible wires. 


rhe main mill into which the straw comes 


PAPER 


is first dumped onto a | 


| the 


All this machinery is protected | 


ready for the beginning of the process is | 
120x120 feet, of two stories with the bal- 
cony. Itisof brick and iron. The straw 


is delivered from the automatic carrier onto 
the 


them dropped into two boilers located on 


balcony into the receivers, and from 


the first oor. These boilers have a large 


capacity. From them the pulp is emptied 
The stock then 


tubs toa Bagley & Sewall 


into four washing tubs. 
passes from the 
N. Y.) 76inch wet machine 


the 


and 


The 


(Watertown, 


is delivered to bleaching engine. 


| mill has a 76 inch double cylinder machine, 


scarce, 


to the 


| anteeing a free escape for all steam and 


| are the engine and the dynamos which gen. | 


| and agitators for the receptacles are ad- 


i iron sides lined throughout. with asbes. | 


+ 


tos. Outside are the sheds for oe the 


Black & 
Ohio. 


of 


has four- 


from the Clawson Company, 


machine 
Attached to 
Gould screens, 


Hamilton, This 
are three 
the 


Wilmington, 


teen dryers. this 
made 
of 


The water supply is taken from Mill 


large sized by 


Pusey & Jones Company, 
Del. 
Creek, on which the mills are built, and is 


a never failing stream. It furnishes power 


for two ‘*Success’’ water wheels, from S. 


Morgan Smith, of York, Pa., which develop 


100 and 50 horse power respectively, besides | 


supplying water for the tubs and bleacher. 
Two large iron filters, made by the 
of New York, 
pacity of 700 gallons per minute, 


National 


Filter Company, with a Ca- 


occupy 


one corner of the main floor, and filter all of | 
the water used in the manufacture of the 
No. 8, of the Buffalo 
Steam Pump Company, of Buffalo, N. Y.., 


pulp. A fire pump, 


is on this floor, and has a capacity of 700 
gallons a minute. 


The machinery, such as the shafting, pul- | 
leys' and pumps, is all placed‘in the basement 
of the main building. This has a height of | 
9 feet. The shafting is all supported on | 
brick piers crossed with iron girders and 
separate from the stone supports to the 
mill. 

Iron and brick tanks for recovering bleach | 
in the basement. 


are located A pump is | 


located here and will be used for water | 


supply and fire protection. For power 
pumps the mill is equipped with two No. 8 
Boggs & Clark (Syracuse, N. Y.) make. The 
ventilation in this main building is perfect | 


in its way. There are spring shutters and 
’b 


blind shutters in the roof and sides, guar- 


vapors. 


The engine room is 40x40 feet, and in it 


erate the electricity for lighting purposes. 


The boiler room is 45x45 feet and contains | 

two boilers. 
The alkali 

in height, 


rooms are two 
feet. 


bleach 
65x90 


and 


stories The tanks 





mirably arranged. 
The alkali receptacles are at an elevation ! 


| where there 
! 


} cheap. 


|B. F. 


| their nearest friends they s 


TRADE 


ground floor of the mill, 
of 


are three tiers of tanks 


of 40 feet from the 


thus enabling distribution liquids by 


gravity. There and 
all that is necessary to move 


the 


receivers, and 
alkali 
bleacher 

and the 
Jeffrey Manufacturing 
erected 
hoist which continually 


into 
to 


and bleaching liquid 


and rotary boilers is turn a 


valve preparation will flow. 


Company, of Colum- 


bus, Ohio, has an endless chain 


delivers all bleach 


casks, lime barrels and soda ash casks and 


floor of the alkali department. 


W. E. T. 


bags to the 


i. = 
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Ho ty KE, Mass ° May iP 
the Winona Paper Mill was not 


1891. 
Well, 


sold on Tuesday, after all, but the sale was 


again postponed until June 9. 


field Insurance Company made the change 


known a day beforehand this time and there- | 
Water | 


The 


now 


Holyoke 


advertised the 


fore no one was fooled. 


Power Company has 


yroperty for sale under its second mortgage 
property) gag 


of $25,000, and the sale is also announced 


for Tuesday, June 9, at 11 o’clock. J. A. 
Bacon, of Boston, and H. H. Furbish, of the 
Forest Fibre Company, of Berlin Falls, 


N. H., were in town on Saturday and looked 


the mill over. These men are 


the embarrassed company, and it will be re- 


membered that the first attachment put on 


the property was to cover a note for $5,000 
which Mr. Hosford gave to the Forest Fibre 


Company, and which was afterward dis- 
posed of to Mr. Skinner. 
the note and the attachment was dissolved. 
the 
it to Berlin Falls, 


are no taxes to pay on the ma- 


These men desire to purchase ma- 


chinery and to remove 


chinery or water privilege and the freight | 


service is as good as that ofthis city. They 


would then dismantle the mill and dispose 


| of the buildings and water privilege to the 


still 
syndi- 


best advantage. This will make it 
more interesting for the so-called 
cates which have been watching proceed- 
ings with a view to getting the property 
There however, who 


are some, 


claim that they should prefer to buy the 


| mill without the machinery, because it is 
| said that some of it is not adapted to the 


business. Meanwhile it is understood that 


Hosford is quietly making his ar- 


rangements to remove his family from 


The Spring- | 


The company met | 


rhe | 


dends never 


per 


| cidents. 
| the Whiting Paper Company, 
creditors of | 





Springfield to Boston, as he has about made | 


the thing for him. 

Will the Syms & Dudley Paper Company 
make up its mind to leave Holyoke and 
settle in the West? 
quently asked here, but no one can give a 
Messrs. 


This question is fre- 


satisfactory answer. and 
Dudley 
rumors which are going the rounds ; 
say that the mat- 


That very strong in- 


Syms 
will neither affirm nor deny the 


but to 


ter is still unsettled. 
ducements are being held out to them by 
the people of St. George, Mich., is sure, and 


| that the bait is very tempting is equally 


certain; but both men are shrewd, and they 


| up his mind that there is nothing further in | 


JSOURN 


A L . 


re likely to look well before they leap. The 
of the 


buildings in the Western town 


work erecting dam and necessary 


is prog ress 
and these are 


by the 


hacer ment 
The M 


water is 


ing rapidly, 


being made capitalists. ate! 
the washing 
Holyoke 
aterm of years. 
to the 


In case these men 


power is excellent, 


very pure, and the men will have 


no taxes to pay for The 


advantage of being near market is | 


also an important factor. 
decide to transfer their business interest to 
the West it will not be a difficult to 
with plenty of 
Dudley mill has al 
the divi 


matter 
rganize a new company 
for the Syms & 
money from the start, 
falling short of 10 


most business 


capital, 
ways made 
per cent. 


annum, and men would 
be satisfied with such an investment. 

The Worthington Paper Company was in- 
corporated yesterday with a capital of $20, - 
President and treas- 
; clerk, J. W. Wilson ; 
directors, A. E. Worthington, a R. Worth- 
S. Worthington, S. W. Worthington, 
auditor, A. N. Smith. This 
but it will 


business of S. Worthington & 


000 and these officers : 


urer, S. Worthington ; 
ington, 
A. N. 


company 


Smith ; 


does not make paper, 
continue the 
Co. as jobbers of paper and dealers in mill 
supplies. 

of ac- | 


its full share 


Johnson, 


This week has had 


Christian employed by 
while clean- 
ing out a rotary bleach boiler at the No. 1 


mill, on Sunday, slipped and fell through 


the 


otherwise bruising 


manhole, dislocating his shoulder and 
' 
John 


mann, employed by the Holyoke Envelope 


himself. Gleiss- 


Company, while at work around the ma- 
chinery dropped a heavy weight on one of 
his hands, crushing several fingers, neces- | 
sitating amputation. Robert Lade, an em- 
ployee of the Holyoke Machinery Com- 
pany, who was sent to Hartford to repair | 
some machinery, had a mass of iron weigh- 
fall on 


ing over a ton him on Tuesday, 


but he fortunately escaped with a few 
bruises. | 
G. L. Bosworth & Co. have bought a 7 


acre lot at West Holyoke which contains a 
good stone quarry. 
secured a contract to put in a stone wall 


The firm has just | 


along the river bank 120 feet long for the | 

Newell Button Company, of Springfield. 
The will of D. F. Coghlan, filed this week, 

provides, among other things, that Thomas 


H. Sears, foreman of the boiler works, shal, | 
conduct the business at his present salary 
also receiving one-fourth of the profits. 
The Crocker Manufacturing Company has 
just put in a Marshall perfecting engine, 
the third within a few months. 
There is a strike in progress in which two 


hundred or more laborers employed by the | 
Holyoke Water Power Company on the ex- 
tension of the new canal are engaged. 
These men were paid $1.50 a day for ten | 
hours’ work and demanded $1.75 for nine | 
hours’ labor. They were paid off and their | 
places are being rapidly filled. 

The annual meeting of the Newton Paper 


Company will be held on Monday. 





Ground was broken on Monday for the | 


new paper mill on the second level canal. 
J. & W. Jolly have 


just supplied the! 


| field, Mass. ; 


405 


Worthy of Mittine 


with new water wheels 


Paper Company, -aque, 


Superintendent Williams, of the Holyoke 
Paper Company’s mill, has started on a 
three months’ trip on the Pacific Slope. 

H. 


_— > = 
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[FROM OUR REGULAR CORRESPONDENT. ] 


E ERN O cre Paper Trappe J RNAL, } 

67 Federal Street, > 

Boston, May 7, 1891, ' 
Reports concerning trade vary little 
from statements giv en in this column for 


the past few weeks. 

While 
would lead an observer 
rather 


business from surface indications 


to infer that trade 
the 


those 


was quiet with large jobbing 
from in position to 


houses, reports 


know the condition of things show that a 
fair volume of business is doing from day to 
day. 

This business is made 


up in filling orders 


hand to some extent, to which 
are added the 
Still, 


no undue 


already in 


needs of daily consumption. 


the state of trade is such as to call for 
activity in paper trade circles. 
Paper mills, however, are not affected by 


this seeming quietness in jobbing circles, 


| since mills are running full time, with orders 


| well in hand. 


From paper stock importers reports indi- 
cate that this branch of the trade is not in 
as poor acondition as an outsider might sup- 
pose. While for some months past there 
has been, seemingly, an extreme quiet in 


the local market, yet upon an investigation 


| the receipts show that the volume of im- 


ports since the first of the year is of good 
magnitude. While the receipts have been 
fairly liberal the fact remains that the de- 
mand has taken the supplies, so that very 
little has gone into store for future wants. 
Spot supplies of paper stock are claimed by 


| importers to be very light. 


This condition of the paper stock business 
is confirmed by a Boston importing firm, 
which states that notwithstanding the large 
arrivals of paper stock for the past four 
months the number of orders on its books 
at the present time does not vary much 


from what it was when the year opened. 


| This shows that trade in this line has kept 
| along quite steadily, even if the business 


from week to week seemed to be quiet. 
Prices, however, have varied, with a down- 
ward tendency, but the percentage of loss 
in prices has not been uniform, some grades 
holding up very well. 

Owing to few steamers arriving from 
abroad the past week the receipts of paper 
stock at this port have been light, the im- 
ports comprising 2,129 bales of rags, &c., 
and 2,224 bales of fibre. 

For the same reason the receipts of chemi- 
cals have been light, only 145 casks of 
bleaching powders, 16 casks of alkali, 21 
casks of soda ash and 420 barrels of soda 
crystals coming to hand. 

Among recent trade visitors were ex-Gov- 
ernor Cheney and F. P. Carpenter, of Man- 
chester, N. H.; Henry A. Gould, of Spring- 
Wm. F. Whiting, J. H. 
Clark and A. W. 


Appleton, 
of Hol.- 


John E. Hoffman, 





THE GLEN MFG. CO 


DAILY PRODUCT: 


100,000 Pounds Finished Paper. 








OFFICE: 





sy 244 WASHINGTON STREET, BOSTON, 


News Paper and Wood Pulp. 


W. A. BINGHAM & CO, 


PAPER, PAPER BAGS, FLOUR SACKS, «ec. 





THE HAVERHILL PAPER CO. 


DAILY PRODUCT: 
100,000 Pounds Wood Pulp—Dry Weight. 








186 & 188 FRANKLIN STREET, 


NEV YOoREz. 








HOLLINGSWORTH & VOSE, 


MANUFACTURERS OF 


a4 





FEDERAL ST. 
BOSTON, MASS., 


PURE MANILLA ROPE PAPER. 


Mills at West Groton and East Walpole, Mass. Daily Capacity, 25,000 pounds. 


Z. T. BOLLINGSWORTH. 


CHARLES VOSE. 


FRIEND & FORGY PAPER CO., Franklin, Ohio. 


Manufacturers of 








SULPHITE AND SODA PULPS. 





Nos. 66 and 68 DUANE STREET, NEW YORK, 


Have on hand and to arrive all grades of Bleached and Unbleached 


Daily Capacity 


PURE MANILLA ROPE PAPER, 2vtiern. 


PERKINS, GOODWIN & CO. 


SEND FOR 


SAMPLES AND PRICES. 
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yoke, Mass.; Hon. Warren F. Danniels, of 
Franklin, N. H.; S. T. Coy, of West Cl 
mont, N. H.; L. V. Walkley, of Pl: 
Conn A. T. Dennison and C. R. Mi 


intsville, 


illiken, 


of Portland, Me. 
The Union Paper Bag Company has met 
the cut of the S. O. S. bag manufacturers, 


who a week or two ago met the original cut 


of the Union bag people by a 
the the 


larger drop In 


xrices. For resent rice lists of 
I } 


both concerns are even. 


Reports indicate that the American Straw- 


board Company is meeting with success in 
floating its 6 per cent. gold bonds. The 
amount offered for public sale is $1,250,000, 


and the bonds are being sold by 
Boston, New York 
subscription books do not open 
May 11, it is stated that 


over $250,000 worth of the bonds have been 


houses in and Chicago. 


While the 
until Monday next, 


applied for. 
The 
Stone 


Hollingsworth & Whitney 
& Forsyth 
by 


Company 


and have been caused 


a little 
New 


a person traveling in 
self 
When orders 


annoyance 


England towns as a appointed 
representative of these firms. 
were secured this enterprising individual 
would represent himself as from the house 
had received the order and 


get the 


from which he 


goods. 


called on the Boston firms to g 


His game didn’t work long. 

Among the Boston representatives of the 
trade recently referred to as preparing for 
H. Has- 
28, to be 
He will have 


a trip across the water is Col. E. 
kell. 
abroad 


The colonel will sailon May 
about two months. 
the company of his wife and two daughters, 
and during their travels they will visit the 
attractive scenes of France, Germany and 
Haskell 


this will be a pleasure trip, but if anything 


Switzerland. Colonel claims that 


of business interest should chance to present 


itself it is not to be supposed that the 
colonel will let pleasure interfere with 
the proper consideration thereof. Pleasure 


trips ofttimes prove of value to trade de- 
velopments, and large quantities of paper 
are now being shipped to foreign markets— 
the results of past pleasure trips of some of 
the prominent and 
dealers. 

Mr. Mason, of S. D. Warren & Co., 
passage for Europe this month also. 
will sail on the Majestic from New York, 


paper manufacturers 


takes 


son. A'three months’ 
lands is mapped out. 


sojourn in ‘foreign 


Stephen G. Train will join the exodus to 
Europe and expects to sail on May 30. 
William S. Whitney, one of the oe 


Brother 


| and other Boston 


financial | 


He | 


Ae 


s, is contemplating a salt air voyage, 
too. 

It might be well for these parties to ar 
range upon some rendezvous in Europe be 
forehand where they might take coffee to 

ether 

Patrick Greeley, one of Boston’s old-time 
teamsters, died at his home in this city 
Wednesday night, after a few days’ illness, 
resulting from a cold. He was seventy-five 


years of age and well known in local paper 


circles, having for two score years done the 
for Rice, Kendall & Co., Tileston & 
the Russell Paper Company 


In 


he worked in the paper mills of the 


teaming 
Hollingsworth, 
firms. his early days 
Tileston 
families, and it is stated 


for the 


and Hollingsworth 
was done 
left to 


is estimated to value $100,000. 


of H. A. Wilder (of 
paper manufacturers) will be 


that his first teaming trade 


with a hand push cart. His property, 
his family, 
The 
Wilder & Co., 
pained to know of the death of his wife, 
Woodlawn Cemetery, 
DELESDERNIER,. 


many friends 


who was buried at 


Chelsea, last Wednesday. 


Detecting Forgeries on 


THE JOURNAL. ] 


Paper. 





[TRANSLATED FOR 


Recently before the Belgian Academy 
Prof. 
count of the researches which, in co-opera- 
tion with Prof. 
ed with the view 


of Medicine G. Bruylants gave an ac- 


Léon Gody, he had institut- 
of 
and alterations practiced on business papers 
He said : 


experiments 


illustrating how frauds 


can be detected. 


were not 


Although 
carried 


my 


on under the most favorable cir. 
cumstances their results were satisfactory. 
A piece of paper was handed to me for the 
purpose of determining if part of it had been 
unequally and greatly wet, and if another 
part of it had been manipulated for the pur- 
marks upon it; in other words, 
The 
sample I had to work upon had already gone 
I had re- 


marked that the tint of paper exposed to the 


pose of erasing 
whether this part had been rubbed. 


through several experiments. 


APEHR TR 


| to the action of iodine vapor. 


vapor of iodine differs from that which this 


same paper assumes when it has been wet 
first and dried afterward. 
this I realized that when sized and calen- 


| dered paper first partially wet and then 
May 20, accompanied by his wife and oldest | 





dried is subjected to the action of iodine 
vapor the parts which had been wet take on 
a violet tint, while those which had not been 
moistened became either discolored or 
brown. The intensity of the coloration 
naturally varied according to the length of 


| 


In addition to | 


AD E 


for which the 


iodine. 


time paper was exposed to 
the 
striking difference also 


the p 


There is a very 


when water is sprinkled over iper and 
the drops are left to dry off by themselves in 
of the 


desiccation being produced 


order not to alter the surface paper, 


complete ata 
temperature of 212. 
Thorough wetting of the paper will cause 


OU 


the sprinkled parts to turn a heavy violet 


blue color when exposed to the vapor, while 


the parts which were untouched by the 


water will become blue. 
If, after sprinkling upon a piece of paper 


and evaporating the drops thereon, this 
then 


piece of paper is first thoroughly wet, 
dried and subjected to the action of iodine, 
the traces of the first drops will remain dis- 
tinguishable whether the or 
In the 


sprinkling will 


paper is 
latter case the 
hardly be 
moisture 


dry 
wet. traces of the 
first distinguish- 


able so long as the is not entirely 


got rid of, but as soon as complete dryness | 


their outlines, 


show 


is effected 
faint, 
ground surrounding the 


although very 


will plainly on the darker 


space covered by 
the first drops. 

In this reaction water plays virtually the 
part of a sympathetic fluid, and tracing the 
characters with water on sized and calen- 
dered paper the writing will show perfectly 
plain when the paper is dried and exposed 
The brownish 
violet shade on a yellowish ground will 
evolve to adark blue on a light blue ground 
after wetting. These characters disappear 
immediately under the action of sulphurous 
acid, but will reappear after the first de- 
coloration, provided the paper has not been 
wet and the decoloration has been effected 


by the action of sulphurous acid gas. 


R N A i: 


impossible to detect it should the paper thus 
handled be written up again. 
all 


manipulations very plainly, 


Iodine vapors, however, show traces 


of these giving 


rhe 


a yellow brown or 


their location with perfect certainty. 


erased surfaces assume 


brownish tint. 


the action of the iodine, the paper on which 


If, after being subjected to | 


an erasure has been made is wet it becomes | 


of a blue color, the intensity of which is 


commensurate with the length of time to 


which it has been under the action of the 


iodine, and when the paper is again dried 
the erased portions are more or less darker 
than the On the 


other hand, has been so 


remainder of the sheet. 
when the erasure 
rough as to take off an important part of the 


material exposure to iodine, wetting and dry- 


. : . : : | 
ing result in less intensity of coloration on 


the parts erased, because the erasing, in its 


| placed before a mirror. 


mechanical action of carrying off parts of | 


the paper, removes also parts of the sub- | 


stances—fecula sizing—which in combina- 


tion with iodine give birth to the blue tint. 


Consequently the action of the iodine dif- 


fers according to the extent of the erasure. 


| When paper is partially erased and wet, as 


This process, therefore, affords means for | 


tracing characters, which become legible 


and can be caused to disappear, but at will 


to reappear again, or which can be used for 


one time only and be cancelled forever 
afterward. 

The usual method of verifying whether 
paper has been rubbedis to examine it as to 
its transparency. 


so great as to remove a considerable portion 


If the erasure has been 


| of the paper the erased surface is of greater 


translucency ; 
effected with care examination close to a 
light will disclose it, the erased part being 
duller than the surrounding surface because 
of the partial upheaval of the fibres. 

If an erasure is effected by means of 
bread crumbs instead of india rubber and 
care is taken to erase in one direction the 
change escapes notice, and it is ao 


when letters are copied, the same result, 


although not so striking, follows upon ex- 
posing it to the iodine vapor after letting it 
dry thoroughly. 

Iodine affords in certain cases the means 
of detecting the nature of the substances 
or india 


used for erasing. Bread crumbs 


rubber leave yellow or brownish ‘yellow 


tints after iodination, and these are distin- 
guished by strize of more intense coloration, 
erasure by means of bread crumbs caus- 
of 


These peculiarities are 


ing the paper to take a violet shade 


great uniformity. 
due tothe upheaval of the fibres, caused 
by rubbing. In fact this upheaval creates 
a larger absorbing surface and consequently 
a larger proportion of iodine can cover the 
rubbed parts than it would if there had 
When paper upon which 


been no friction. 


| writing has been traced with a glass rod, 


but if the erasure has been | 


the tip of which is perfectly round and 
is exposed to iodine vapor the 
characters appear brown on yellow ground, 
which wetting turns to blue. This change 
also occurs when the paper written upon 
has been run through a supercalender. If 
the paper is not wet these characters can 
be made to appear or be blotted out by the 
successive action of sulphurous acid and 


smooth, 


iodine vapor. 

Writing done by means of glass tips will 
show very little, especially when traced be- 
tween the lines written in ink. The re- 


action, however, is of such sensitiveness 


that where characters have been traced 
piece of paper under others they ap), 
very plainly, although physical examin sti . 
would fail to reveal 


gthy 


their existence, | 


somewhat lens exposure to iodine 


pors will suffice to show them. 


If the wrong side of the paper is ex; 
to the iodine vapor the characters are 
ible, but of course in their inverted 


tion. 

If the erasure has been so great as to { 
off a part of the substance of the paper 
reconstruction of the writing so as to, 
it legible may be regarded as impossi 
but even in this case subjecting the rey 


side of the paper to the influence of the 
iodine will bring out the reverse outlines of 
the blotted out characters so plainly tha: 


they can be read, especially if the pa; 
In some instances 
when pencil writing has been strong enoue} 
its traces be 


can reproduced in a letter 


| press by wetting a sheet of sized and 


| endered paper in the usual way that ss 


copies are taken, placing it on pape: 
urated with iodine to be reproduced, and 
putting the two sheets ina letter book under 


| the press, copies being run off as usual! in 


copying letters. The operation, however. 
must be very rapidly carried out to be suc. 
cessful. Asa matter of fact the certainty 
of these reactions depends entirely upon the 
class of paper used. Paper lightly sized or 
poorly calendered will not show them, while 
manipulations of which I think description 


would be rather superfluous here can inter 


fere very materially with the results mer 


tioned above. 

Another point consists in knowing how 
long paper will retain these reactive proper. 
ties. In my own experiments the fact has 
been demonstrated that irregular wetting 
and rubbing three months old can be plainly 
shown, as after this lapse of time characters 
traced with glass rod tips could be made 
conspicuous, I have noticed that immers- 
ing the written paper in a water bath for 
three to six hours will secure better re- 
but although these reactions are 


very characteristic they are considerably 


actions, 


weaker, 


+o 


Endicott & Macomber, of 71 Kilby street, 
Boston, managers in the United States for 
the Employers’ Liability Assurance Cor- 
poration of London, England, have got out 
a neat and taking advertising device, en- 
titled ‘‘Handy Rules for Whist.’”’ This 
little manual has on two pages, 2!4x3!9 
inches in size, a versified condensation of 
the rules for playing whist. 








SMITHS PNEUMATIC CALENDER FEED. 


Patented September 29, 


Applied to Calender on the Machine. 





THE DANGER TO PAPER MACHINE TENDERS and the LOSS IN BROKEN PAPER at the CALENDER 
ROLLS MAKE THIS INVENTION OF ESPECIAL VALUE FOR THE REASONS THAT: 


rand risk to the person of the operatives ordinarily incident upon leading the paper through the stack. 
in the stack, as the doctors prevent the paper from clinging to the rolls, and as the action of the doctors 
upon the individual rolls removes any and all calender spots from their surfaces, the latter are kept in perfect condition, thereby 
P to the paper, which would otherwise be the case; also by keeping the rolls clean, removing all 
dust and grit, the necessity fo: r frequent frinding of the latter is avoided. 
The blower or fan which supplies the air should 
ee through the 4 
ace is given to the paper. 
In operation, the paper is introdnced at the top roll and is conducted automatically between the other rolls, emerging froam the bottom, 
and can be conducted immediately, without loss, to the reel. 
Among Paper Manufacturers now using Smith's Pneumatic Calender Feed, all of whom indorse it most highly, are 
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reventing defacement or inju 


-R. IN, 
HUDSON RIV = PU LP AND PAPER CO., Paimer Falls.N. 


t 
GLENS FALLS PAPER ‘it L CO. 
FRANK GILBERT, . 
TICONDEROGA PAPER ( 

LAKE GEORGE PULP AND P APER CO., 


oken ” 


Burnside, ( nn. 


Watertown, N. y 
Glens Falls, N. Y. 
Watertown, N. Y. 
Ticonderoga, N. Y. 
Ticonderoga, N. 


(1) 
(1) 
¥. (2) 


“LARK, 

CENTRALIA PULP AND. W. ATER POW ER CO., 
CALIFORNIA PAPER ( ° 
RIORDAN PAPER MILLS, 
TORONTO PAPER PA 
ANDERSC 
DENVER PAPER MILI 
WILLAMETTE PULP AND. PAPER CO., 


Convincing testimonials as to the real merits and advantages of Sm1TH’s PNEUMATIC CALENDER FEED will be shown upon application. 
The entire device is compact, readily adjusted, and enables large stacks to be easily and efficiently managed with least labor, and with 
but little or no loss of broken or dam 


- * 


YN PAPER ( a 


paper, 


be located in some place where cold moist air can be obtained, and as this cold air is 
octors to the surface of the rolls the latter are prevented from heating, and a better and more uniform 


POLAND PAPER CO., - Mechanie Falls, Me. (1) H. POWELL RAMSDELL, . Salisbury 3 Millis, N. Y. 
WEBSTER PAPER CO. Orono, Me. (2) | HERKIMER PAPER CO., Herkimer, N. Y. 
SUGAR RIVER PAPER CO.., | Claremont, N. H. (1) | ADAMS & BISHOP CO.,’. Newburgh, N.Y 
GLEN MANUFACTURING CO., Berlin Falls, N. H. (5) | ONTARIO PAPER CO...’ . “Watertown, N. Y 
WINNIPISEOGEE PAPER CO. . Franklin, N. H. (5) FORT ORANGE PAPER CO., Castleton, N. Y. 
FALL MOUNTAIN PAPER CO., Bellows Falls, Vt. (7) FRONTENAC PAPER CO., Dexter, N. Y. 
WILLDER & CO., Olcott Falls, Vt. (3) | 8T. LAWRENCE PAPER CO., ‘ Dexter, N. Y. 
MONTAGUE PAPER ( 0» Turner’s Falls, Mass. (4) NIAGARA PAPER CO., Niagara Falls, 7 a 
Bay ERHILI, PAPER ¢ Haverhill, Mass. (2) | CLIFF PAPER CO., Niagara Falls, N. Y. 
WHEELW RIGHT . -APER CO., Leominster, Mass. (1) FONDA LAKE PAPER CO., Watertown, N. Y. 
Jims & DUDLEY PAPER CO... Holyoke, Mass. (1) | JEFFERSON PAPER CO., Black River, N. Y. 
RUSSELL PAPER CO., . Lawrence, Mass. (8) TAGGART BROS. CO. _. Watertown, N. Y. 
WINONA PAPER CO., . . Holyoke, Mass. (2) | M. & W. H. pIsOr pa R CO., Manayunk, Pa. 
Face PAPER CO. Hardwick, Mass. (1) P, H. GLATFELTE Spring Forge, Pa. 
R. DICKINSON PARE R CO:. . Holyoke, Mass. (1) W. C. HAMILTC ON Philadelphia, Pa. 
BK ELSIOK PAPER ( ; Holyoke, Mass. (1) | C LARION PL LP AND PAPER CO., Johnsonburgh, Pa 
FAIRCHILD PAPER ( o" : Pepperell, Mass. (1) cat P & MOORE PAPER CO., Wilmington, De). 
TILESTON & HOLLINGSWORT H, . Matapan, Mass. (2) H. FRIEND PAPER CO,, . West Carrollton, Ohio. 
BRIDGE MILL C. M. Pawtucket, R. I. (1) v AN NORTWICK PAPER CO.,_ . j ‘ Batavia, Ill. 
BEIDGEPOR T PAPER ‘ o Bridgeport, Conn. (2) BREMAKER-MOORE PAPER CO., Louisville, Ky. 
. H. DEXTER & SON, Windsor Locks, Conn. (2) KIMBERLY & (¢ Kimberly, Wis. 


Centralia, Wis. 
Binckinse Cal. (1) 
Merritton, Ontario. (2) 
Merritton, Ontario. (1) 
Anderson, Ind. (1) 
Denver Col. 

Oregon City, Ore. 


THE SMITH IMPROVED PAPER MACHINERY CO. 


85 WATER STREET, BOSTON, 
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1885; November 16, 1886; other Patents now pending. This Machine is also Patented in England, France and Germany. 
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A Doctor for each Roll keeps off al! 
Calender Scabs. 





DETROIT SULPHITE FIBRE CO. 


— MANUFACTURERS OF — 


SOU LP erres EFITSeERE, 


DETROIT, MICHICAN. 


wr” CORRESPONDENCE SOLICITED. 


Mitscherlich Process. 











THE PAPE R TRADE JOURNAL 4O7 


MARSHALL'S PERFECTING ENGINE. 


THESE HNGIN ES 


Are now running on all Grades of Paper, 
g | 


Se > 3 a ie 





FROM A 


ANILLA TO ANIMAL SIZED WRITINGS 


sss MARSHALL ENGINE COMPANY. TURNER'S FALLS, Mass. 


THE SEGAL W AXED PAPER, a" |r i , 
—" + go ine Papers, Uircles 


> 





sz 
“aS 





—AND— 
— AND — 


Paper Company, | WAXED BAGS. 


= ODD SHAPES. 


Correspond with us before Placing 
Orders. 
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HOLYOKE MACHINE. CO. 0. REE : 


All Kinds of CALENDERS for rare MILLS, GLAZED PAPER and CARDBOARD MANUFACTURERS. 


Dusters, Engines, Turbine Wheels, 
Cotton Rolls, Husk Rolls, 
Paper Rolls, Chilled Iron Rolls, 
Elevators, Wood Pulp Machinery, 
Hydraulic Presses. 
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we CORRESPONDENCE SOLICITED. 
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- THE BAGLEY & SEWALL CO, watertown, n.y., 


MANUFACTURERS OF 


FOURDRINIER PAPER MACHINES 


PULP AND PAPEHR MACHINERY. 





G. W. Knowmamen, Pres. Office of THE ONTARIO PAPER CoO., Joun A. Decken, Supt. ? FRONTENAC PAPER CO., 
THE BAGLEY & SEWALL CO.: Warzatows, N. Y., August 12, 1800. Dexter, N. Y., August 20, 1890. 


a G oe The following is the record of the 86 inch wire Fourdrinier Machine purchased of you ¢ BAGLEY & SEWALL CO., Warerrtowy, N. Y.: 
the past wee 


August 4, . . 24,335 Ibs. August 6, . . 24,020 Ibs. August 8, . _ 23.337 Ibs. ; GENTLEMEN—At 8:30 to-night our machine tender shut down to put on a NEW FIRST FELT. The paper 
August 5, . . 23,390 lbs. | August 7, . . 24,010 lbs. | August 9, . . 24,865 lbs. was off the reel less than ELEVEN MINUTES. It cannot be done on any other make of machine than ths 
Average per day, . ‘ . 23,992 lbs. ¢ Biscay & fewss. Hastily ; 
These figures are the net shipping weight of the paper, averaging 31 lbs. to the ream, 24 x 36 in. astily, ft 
Yours respectfully, E. B. STERLING, Sec’y. F. W. SPICER, Sec’y and Treas. i 





THE CENTRAL ia AND FIBER CO.. | 


, 


on a Se - Te ia z — ; | 


CLEVELAND, OHIO, 


MANUFACTURERS OF 


| Paper 2 Fiber Machinery, 


(s ie %, , | a CHEMICAL WOOD PULP DIGESTERS, 





Se ET a... 





Rotary Bleachers, Boilers, Tanks, 


“1 ea: et me! = TOMPKINS PATENT DIGESTERS. 


Two TOMPKINS PATENT DIGESTERS aie construction at the works of THE cenTaal. PAPER AND FIBER CO,, Cleveland, Ohio. CONTRACTS TAKEN TO FURNISH MILLS COMPLETE. 
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PARREL FOUNDRY AND MACHINE 00., 


ANSONIA, CONN. U.S. A,, 







Chilled Rolls 


ALSO MANUFACTURERS OF GRINDING MACHINES 
FOR ALL KINDS AND SIZES OF ROLLS. 


CHILLED ano DRY SAND ROLLS 


FOR ALL PURPOSES, 


Rolls Bored for Steam or Cast Hollow. < 


COMPLETE CALENDERS. 


Lift Rods operated by wheels above for 
raising any number of the rolls. 


Housings so made that the rolls may be 
taken out endwise through frame. 


OLD ROLLS RE-GROUND AT 
SHORT NOTICE. 





THE SUCCESS WATER WHEEL. 


This Wheel is strong and durable. Ex- 
celled all other wheels in the great trial 
tests. Is in use all over the nation. 


make a specialty of 
Heavy Gearing and Machinery 


PAPER, COTTON AND GRIST MILLS. 





SEND FOR PAMPHLETS AND PRICES. 


Ss. MORGAN SMITH, 


FToRE, PA. 











¥ ~The HUMPHREY TURBINE CO., 


MANUFACTURERS OF 


Hydraulic and Power 


TRANSMITTING MACHINERY 


ALL PURPOSES, 
Pulleys, aati Shafting, Gearing, ce. 


Leading Specialties; Turbines with Automatic Regu- 
lators, maintaining their Efficiency at Part Gate. 


The Humphrey Turbine is the only wheel made that 
controls the discharge. It is the only Turbine that gives 
90 per cent. of the full power of the water at ali stages 
of the gate opening. Write for catalogues. 





South Broadway and Church St., Akron, Ohio. 


SCRANTON SUPPLY anv MACHINERY C0., 


131 Wyoming Avenue, Scranton, Pa. 


“COMBINATION INDESTRUCTENE” BELTING, 


Especially adapted for use in Pulp and Paper Mills, Dye Houses, Sugar 
Refineries and Bleacheries. 


Wrought Iron Pipe and Fittings, Brass and Iron Valves. 
MiIn«&: SUPP LiIEs. 


SPECIAL NOTE.--We carry a stock of Combination Indestructene Belting and Mill Supplies 
at our New ENGLAND Brancu, 110 LincoLtn Street, Boston, Mass. 





MITSCHERLIGH, 


THE INTERNATIONAL 
SULPHITE FIBRE 
AND PAPER COMPANY, 


84 GRISWOLD STREET, 


DETROIT, MICH., 
Gro. N. Fietcuer, President, 
Henny T. Tourszer, Vice-President, 
I. M. Weston, Treasurer, 
ALrrep M. Low, Secretary, 
(Bole owners of the * Mitscherlich *’ Patents 
for the United States and Canada) 


a Upright, 16 x 10, 3 tons daily. 
Upright, 24x 14, 6 tons daily. 
WITH 


Quick Cookings. Are prepared to grant licenses under royalty to 


operate their Indestructibly Lined Diges- 
ters of any capacity required. Upright or 
Horizontal, Slow or Quick Cookings. 

Our Upright Digesters can be manufactured 
much cheaper than any other kind now in use, 


Our Digesters are absolutely acid proof 
and require no repairs, 


We invite investigation of our digesters, used 
continuously for more than four years, and 
refer to the Alpena Sulphite Fibre Co., Alpena, 
Mich.; Detroit Fibre Co., Detroit, Mich.; Mich. 
igan Sulphite Fibre Co., Port Huron, Mich,: 
Dexter Sulphite Pulp and Paper Co., Dexter, 
N. ¥.; P. C. Cheney Co., Manchester, N. H.: 
the E. B. Eddy Manufacturing Co., Hull, P. Q., 
Canada; the Manufacturing Investment Co., of 
New York, mills at Madison, Me., 
ton, Wis. Correspondence solicited, 


and have a capacity of 3 to 6 tons Air Dry Fibre. | 


I also - 


| | Branch Office, 


| 





and Apple- 
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BINDERS’ 





Strohstoff - F. abriken, 


ADE JOURNAL. 


THE UNITED STATES. CHEMICAL 00, 
eg See 
A, UU MW 


DETACHABLE 


* CHAIN BELTING 


FOR 
CONVEYORS, CARRIERS | 
DRIVING BELTS, 


For the handling of 


U.S. Refined Alum, Neutral, 
U.S. Refined Alum, Basic, 
U.S. Refined Alum, Acid, 


( 
* f 


Pulp, Straw, Clay, Bales, 





Boxes, Chemicals, &c. and ALUM CAKE 
We furnish complete outfits | 
friamilingmacrials | AGEnts: H.C. HULBERT & CO., New Yorx. 
Catalogue can be had on appli- | 
cation. Address 


HENRY MERZ, Pres. CHAS. F. ZENTGRAF, Sec. LOUIS De JONGE, Treas. 


Te CONSOLIDATED ULTRAMARINE GO. ra 
PAPER ULTRAMARINE, 


Equal to any Imported. 


The Jeffrey Mfg. Ce. | 


175 East First Ave. 


aoe te TS Te 
~_, 5 


COLUMBUS, OHIO. 
Chicago Branch, seb, 488. Canal St. 











ESTABLISHED 1840, 


- GEO. J. BURKHARDT'S SONS’ 


CEDAR TANK FACTORY, 


2831 TO 2839 NORTH BROAD ST., 
Downtown Office, 221 Chestnut St. PHILADELPHIA, 





No. 55 MAIDEN LANE, 
NEW YORK. 


GLOBE ANILINE WORKS. 


HELLER & MERZ CO. 


PAPER MAKERS’ COLORS, 


FEeLTs ann JACHE TS, 
55 Maiden Lane, New York. 


A. KLIPSTEHIN, 


pita tat beng Milk St. Boston. oe 122 Pear! Street, New York. 


EOSINE. 


VENETIAN 4%» STRONG REDS 


AND COPPYPERAS. 
MANUFACTURED EXPRESSLY FOR PAPER MAKERS’ USES BY 


THE Ss. PF. WETHERILI COMPANY, 


925 CHESTNUT STREET, PHILADELPHIA, 


co. U. C. 


TRADE MARK. 








THE FLENNIKEN 


TURBINE _ WHEEL 














- EDWARD HORE ESTATE, 


MANUFACTURER AND IMPORTER OF 


Chemically + Pure+ Colors 


FOR PAPER STAINERS, 
62-68 NORTH ELEVENTH STREET, BROOKLYN, N. Y. 


CHAS. E. HORE, Superintendent. 








Is the most Simple, Strong, Durable and Economical 
heel manufactured. Send for Circular to 


UTTER MANUFACTURING CO., 


ROCKFORD, ILL. 


VEREINIGTE 


(UNITED STRAW PULP MFG. CO., LIMITED.) 


DRESDEN, 

Works at Ingelheim, Rheindtrkheim, Gengen-" 
bach, Dohna, Koetitz (Tannicht), Alt-Oels, 
Sattler and Hirschberg, 
RECOMMEND THEIR FIRST-CLASS 


Bleached Straw Pulp. 


Unequaled in Whiteness and Purity; Strong and 
Felt Warranted free from clays and colors, ane 
"| peed! by the fading Paper Mills in the States an 





Wi PICKHARDT & KUTTROFY, 


98 Liberty Street, New York, 


BRANCHES AT BOSTON AND PHILADELPHIA, 
—IMPORTERS OF — 


_| iapoee Pgtian weerer sciees) Aniling Colors, Carmine, Pulp Colors, Ultramarines, 


FOR PARTICULARS APPLY TO 


GEO. HAMILTON, 


Agent for the Company, 


74 WALL STREET, NEW YORK. 
Room No. 149 World Building. 


N. C. F. Concentrated Alum. 


-MASON, CHAPIN & & Co., 


mPeRTsme AND JOBBERS. 
Sole Receivers for United States and Canada of Following Brands 


BLEACHING POWDERS: 


MATHIESON’s, SNAPE’s, ANCHOR, HutroHrnson’s, Kurtz. Sopa Asn, Caustic SopA. 
PAPER MAKERS’ FELTS. 


PROVIDENCE, R. I. 
141 Mik Street, BOSTON. 58 Pine St,, NEW YORK. 


KALLE & CO. 


MANUFACTURERS OF 


ANILINE COLORS. 


| 
Specialties for the Paper Trade: Fuchsine, Paper Blues, Green Crystals, Methylviolets, P)°' 
Yellowa, Croceine Scarlets, Paper Oranges, Eosine, &c. 


77 JOHN STREET, NEW YoRKE. 











THE BOOMER & BOSCHERT 


PRESS, 


— FOR — 







BOARD 
PASTED 
STOCK, &e, 








War do more and better work than any other 
press. Pressure is uniform and does not 
break the board. Has swinging platform, so one | = 
pile can be pressed while another is being prepared, 
Satisfaction guaranteed. Send for description and 
prices. 


‘Boomer & Boschert Press hs 


351 W. Water St., Syracuse, N. 


Uv. & A. 








FERRIC CHEMICAL AND COLOR C0, 


—— MANUFACTURERS OF — 


Pillar Copperas, Venetian Red and Oxides of Iroi, 


WoRcrtstTzaR. MASS. 











Illuminating Gas on 


Paper. 


(ction of 


ir. Wiesner has recently published a 


communication respecting the discolo- 


| of paper by light. He had previously |! 


erved that paper containing wood pulp 


ly became yellow on exposure to light, 
effect being due to oxidation caused by 
more refrangible rays. Gas light is less | 
e than the electric, because it contains 
naller proportion of chemical rays. 


iper containing wood pulp was exposed 


room lighted by gas and badly venti- 
d. After the tem- 
ture never having risen C,, it 
found that no effect had been produced 


5,400 hours’ exposure, 


above 21 


the various products of combustion. 
inother experiment strips of paper were 
sed ina room so badly ventilated that 


luminating power of the gas was visi- 


iffected. These strips were supported 
1 screen, while other strips were in- 
ed in sealed glass tubes and then ex- 


ed to the same source of light. At the 





of twenty weeks the pieces exposed 
ly to the air were covered with a layer ' 


THE PA 


those 


the 


of clear brown soot, while placed in 


tubes were quite unaltered ; samples 


containing wood pulp, however, had become 
The 


slightly yellow. products of combus 


tion of gas have, therefore, no action on 
paper and gas can be used with perfect 
safety for the illumination of libraries.-—Au/ 
letin des Fabricants de Papier. 

- —_-- 


Industrial Conditions and the 
Outlook. 


A very marked improvement in the 


| industrial outlook has resulted from the re 


ported determination on the part of the bit 
uminous coal miners of the country to post- 
pone their general demand for an eight 
The 
result of this conservative and prudent ac- 


hour day. most immediate apparent 


tion of the men has been to reduce 


largely the early estimates of the number of 


very 


industrial workers probably idle on May 1. 
This the 
though taken at a rather late hour of the 


course on the part of miners, 


campaign, can hardly be said to have been 
unexpected. In last week’s review of the 


industrial situation Pradsireet’s called atten- 


 seee eR 


garded 


} movement. 


| sociation was the 
that the 





A DE 


tion to reports from the Pittsburg district 
which indicated a 
for eight 
River 
districts. Lz 


that 


diversity of views as re 


striking hours between 


Monong 


other 


the ahela miners and the 


miners in iter 
the 


been weighing 


reports 


would seem to indicate men in 


other districts have well the 
chances of success or failure in the 
The 
United 


first 


present 
address to its members on 
Mine Workers’ As 
official 
movement 
for the 


luesday by the 
notification 
eight hour among the 


miners had been abandoned pres- 
ent. 
that the 


refusal of this body to embark upon a dan- 


It is hardly necessary to state 
gerous and costly strike was, in the present 
of the 


very wise proceeding. 


position coal and kindred trades, a 

As pointed out some 
Bradstreet’s, the 
ville coke strike was a complicating feature 
eight 
demand, and results prove it to have exer- 
the 
The 
body sets 


time ago in Connells 


in connection with the general hour 


cised an important influence upon 
action of the coal miners in general. 
address of the 
forth the fact 


the 


mine workers’ 


that the financial aid fur- 


nished strikers in the coke region has 


SOURNAL. 


available for 
The 
‘We 


ste p, we 


materially reduced the funds 


a general strike on May 1. address 
as follows: 


of this 


concludes 
fully the 
the 
friends, 


appreciate 
boldness realize 


disappointment to thousands of our 


but realizing that discretion is the 


better part of valor, and that the good gen- 


eral, rather than lead his army to headlong 
honorable re- 
if it 
can be called a retreat, we prefer it rather 


disaster, prefers to make an 


treat, we take the latter course, and, 
than to have the maledictions of our people 
after they have suffered for keeping back 
the truth from them, and have determined 
at the present time to continue the fight in 
the 


vigor.’’ 


coke region with all our might and 
While the eight hour demand is 
thus indefinitely 
that 


occur, due however not to any general or 


postponed, signs are not 


wanting some sporadic 
but rather to the 


into the coal 


well defined movement, 


projection of local issues 
mining business. 

With the coal strike practically a thing 
of the past and the coke strike expiring, 
the agitation for shorter hours among the 
various branches of the building trades as- 
The dis 


sumes more relative prominence. 


| Chattanooga, Tenn. 


strikes will | 


409 


turbances in this direction are, of course, 
not so numerous or widespread as a year 
ago. The important centres of disturbance 
at present appear to be at 
The 


and about New York is also unpromising. 


Pittsburgh and 


St. Louis. building trade outlook in 


Estimates of the number of men striking 
on May 1 at these cities range in the neigh- 
borhood of 9,000 men. Smaller strikes of 
building hands or workers in kindred lines 
are reported from Zanesville, 
Pa.; Chicago (400 


Ohio ; Union- 


town, marble cutters) ; 


and Milwaukee, Wis. 
Outside of this trade the outlook is rather 
strike of 2,500 Detroit car 
workers has ended uusuc< essfully, while the 


street car strike in that city has terminated 


quieter. A 


in the men’s favor. A strike of railroad 
switchmen at Trinidad, Col., is reported to 
have stopped the work of 3,000 coal miners. 
The probable total number of men actu- 
ally striking in the coal and building trades 
on May 1 is 30,000, of whom the former 
trade furnished two-thirds.—Aradstreet’s. 





ANTED —A CAPABLE PAPER MAKER, 
familiar with the manufacture of news, ma- 

nillas and No, 2 book, can secure remunerative situa- 
tion with large Eastern mill having unexcelled facili- 


' ties. Address COMPETENT, Paper Trade Journal. 





CYLINDER 
WASHERS. 


FOR EFFICIENCY AND 
DURABILITY UNEXCELLED, 





Ail Iron and Copper except the Sash. 
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PATENTED 


PURCHASERS. 


GEBR. HOESCH, 
FREIBERGER PAPIERFABRIK, 
ROLLAND PAPER CO., . . 
MOSS CELLULOSE FABRIK, 
McDOUGALL & CO.., 
TORONTO PAPER MFG. CO., 
MARITIME CHEMICAL PULP co., 
WM. BARBER & BRO., . . 
: ASTRO, FERNANDEZ & co., 
MASHIMA, 
oul PAPER CO., . 
BERNARDINO NODARI & CO., 
AUGUSTINE PAPER MILLS, a 
ROCKLAND PAPER MILLS, . 
CURTIS & BRO., . 
POTOMAC PAPER CO., . 
W. M. SINGERLY, 
SUSQUEHANNA W. P. AND PAPER co., 
I. D. CARTER, ‘ 
IVANHOE PAPER CO., 
WARREN MANUFAC TURING C o., 
WALTER MOOREHOUSE, 
H. MeINNES, 
~ HUYLKILL PAPER MILLS, 
S. GARRETT & SON, 

M. ir W. H. NIXON PAPER co., 
JOHN LANG,. . 
W. C. HAMILTON & SONS, 
J. M. WILLCOX & CO., . 
ARGEE a MILLS, 

cX. BALFOUR, 
RE ae PAPER MILLS, 

« VAN REED, : 
YoRE HAVEN PAPER CO.,. 
WESTMORELAND PAPER CO.,. 
cae SYMINGTON & Cite s 

WATSON, . 

MORRISON & CAS 
MOUNT HOLLY PAPER co., 
D. M. BARE & CO., . 
J. HOWARD LEW is, ° 
P. H. GLATFELTER, ; 
AMERICAN WOOD PAPER CO., 





PENNSYLVANIA PULP AND PAPER C€ 0. : 


CLARION PULP AND PAPER oo. ‘ 
FRONTENAC PAPER CO., ° 
ONTARIO PAPER CO., . ° 

J. B. SHEFFIELD & SON, . 

GLENS FALLS PAPER MILL CO., | 
TICONDEROGA PULP AND PAPER CO. le 
LAKE GEORGE PULP AND PAPER CO., 
GLENS FALLS PULP CO., 


HUDSON RIVER PULP AND PAPER co., 3 


¥ gp ht PAPER CoO., 

+ POWELL RAMSDELL, 
H ERKIMER PAPER CoO., 
BARCLAY FIBRE CoO., 
KNOWLTON BRUsS., . ; 
REMINGTON PAPER CO., 
WALLOOMSAC PAPER CO., 
STEVENS & THOMPSON, 
™ HITEMAN PAPER CO., 

- C., BEACH & BRO., . 
¢ LIFF PAPER CO., . 

H. RICHMOND & co., 
RICHMOND PAPER OS. 
BROWN BROS., . ° . : . 
KEENEY BROS., . . . 
SRIDGEPORT PAPER Co., . . . . 
PETER ADAMS & CO., ._. . ° . 
SOUTHFORD PAPER CO., : ; 
- ILKINSON BROS. & co., . 

R. WALKER & SON, : ’ : 
PAGE PAPER Cv., ; ‘ ‘ 
CROCKER, BURBANK aco. : ‘ . 












CAMDEN, 


j, THE 


IN. XY. 


ESTABLISHED 1540. . 








Screens. 
Duren, Germany, 
Weissenborn, Germany, 
Montreal, Canada, 
Moss, Norway, 
Melbourne, Australia, 
Cornwall, Ont., Canada, 
Chatham; N. B., Canada, 
Georgetown, Ont., Canada, 
Havana, Cuba, 7 : 
Yokohama, Japan, 
Japan, . 
Lugo di V icenza, Traly, 
Wilmington, Dei., 
Rockland, Del., 
Newark, Del., . 
Cumberland, we., 
Elkton, Md., 
Conowingo, Md., 
Elkton, Md., : 
Paterson, N. ee ‘ 
Warren Paper Mills. N. .- 
Bridgeton, ¥ a . 
Bridgeport, Pa., . 
Manayunk, Pa... 
Philadelphia, Pa., 
Philadelphia, Pa., 
Philadelphia, Pa., 
Philadelphia, Pa., 
Phiiadelphia, Pa., 
Philadelphia, Pa., 
Philadelphia, Pa., 
Reading, Pa., 
Reading, Pa., . 
York Haven, Pa., 
West Newton, Pa 
Lancaster, Pa., 
Erie, Pa. 
Tyrone, Pa., 
Mt. Holly Springs, Pa., 
Roaring Springs, Pa., 
Swarthmore, Pa., 
Spring Forge, Pa., 
Royersford, Pa., 
Lock Haven, Pa., 
Johnsonburg, eo 
Limerick, N. 
Brownville, nN ¥:, 
Saugerties, N. Y. 
Glens Falls, N. y. 
Ticonderoga, N.¥ 
Ticonderoga, N. Y., 
Ticonderoga, N. Y., 
Palmer's Falls, N. Y., 
Niagara Falls. N. Y., 
Salisbury Mills, N. Y., 
Herkimer, N. Y., . 
Saugerties, N. Y., 
Watertown, N. Y., 
Watertown, N. Y.. 
Walloomsac, N. Y., 
North Hoosac, 
Dansville, N. Y., 
Wallkill, N. as 
Niagara Falls, N.Y. 
Providence, R. I., ‘ : 
Providence, R. I 1 
Comstock's Bridge, Conn. * 
Manchester, Conn., i 
Bridgeport, Conn., 
Buckland, Conn., 
Southford, Conn., . 
Birmingham, Conn., ° 
Burnside, Conn., 
Hardwick, Mass., ; . 
Wachusett, Mass... ° 


, 


factured. 
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Camden Water Wheel Works, 


PERCIVAL & WOOD, Proprietors. 


We manufacture a full line of the celebrated “Camden” Upright and 
Horizontal Wheels, adapted to any head of water. 
bines are fitted with wood or iron draught box and tube. Every wheel 
guaranteed. Write for catalogues before ordering. We also make a full 
line of first-class Gearing and Machinery. 


Gcr Horizontal Tur- 


an eminent degree. 
this country, and the fact that there are no second-hand ones for sale 

| indicates that all who have purchased have been pleased. 

Anyone who is in doubt as to the kind or type of Screen to use can 


| successful Paper Manufacturers. 
that the GOULD SCREEN 


bs either Iron | 


BEST TURNING RAG ENGINE BUILT.*"s"'we-.' 


Double Lighters, Kelief Lever, Adjustable Breast and. Fall, Iron Rolls. 


— GENERAL PAPER MAOHINERY, 


vs DOWNINGTOWN MPG. CO, 





‘Twe MARITIME CHEMICAL PULP C0. 


MS 





CORRESPONDENCE 


SOLICITED. 


a 


Manufacturers of SULPHITE FIBRE, 










Sy 








wa ns - Se te iw Ee - 


COULD’S PATENT SCREEN. 


WILMINGTON, DELAWARE. 


| valuable on one kind of stock will be so on others also. 
| from the testimonials of purchasers, the GOULD SCREEN will 

give better results than an~ other in mills where Sulphite or Chemical 
| Pulp is made and noGround Wood Pul p plant should be without them. 





THE PUSEY & JONES COMPANY, 


HESE SCREENS have withstood the test for many years, and 
| have been pronounced by all who have used them satisfactory in 
About three hundred of them are now in use in 


safely rely upon the judgment of parties whose names appear herewith, 
and feel assured they are doing what is right and: best for their own 
interests when they follow the example set them by these well-known 
leaders in their trade. 
Anyone who refers to the List of Purchasers will be impressed 
with the fact that it comprises a large proportion of the most able and 
It will also be found from the List 
is successfully used in almost every 
| variety of Paper Mills, including those where the finest Writing, 
Lithograph and Ledger Papers are made, as well as in those where the 
coarsest Wrapping, Strawboard, and all intermediate grades are manu- 


It is an acknowledged fact that a Screen that is pre-eminently 
And, judging 








RITTER-KELLNER PROCESS. 


CHATHAM, NEW BRUNSWICK. 







tions tii samen 


PULP AND PAPER MANUFACTURERS. 
Harper, Fourdrinier, Cylinder Wet Felts, Press Felts, Pulp Felts and 


In ordering state speed of machine and kind of stock used. Large sizes a specialty, 


C. 
—20v IA 


EVERY FELT WARRANTED. 





ENE PATENT ENDLESS 


WOOLEN and FELT CO., Cazen 


4. 
gt 








SCREEN. 


PURCHASERS. 


* BEEBE & HOLBROOK co., 


G. W. WHEELWRIGHT PAPER Co., 
WILDER & CO., . 
HOLLINGSWORTH & WHITNEY C o. 
HOLLINGSWORTH & VOSE, 
SYMS & DUDLEY PAPER Co., 
NONOTUCK PAPER CO.,__. 
WINONA PAPER CO., 

PARSONS PAPER CO., 

GEORGE R. DICKINSON PAPER CO., 
EXCELSIOR PAPER CO., . 
DICKINSON & CLARK PAPER Co., 
CROCKER MANUFACTURING co., 
J. & W. JOLLY, . hs 
WHITING PAPER CO., ° 
FITCHBURG PAPER Co., 
FRANKLIN WYMAN, . 7 
AGAWAM PAPER CO., | 

COLLINS MANUFACTURING CO., 
FAIKCHILD PAPER CO.,___ 

F. W. BIRD & SON, . 

HURLBUT PAPER CO., - 

CRANE BROS. 

E. & 8S. MAY PAPER CO.. 

THOS. RICE PAPER CO., 
FAIRFIELD PAPERCO.. | 
CAREW MANUFACTURING CO., 
RIVERSIDE PAPER CoO., 

TILENTON & HOLLINGSWORTH, 
VALLEY PAPER CO.,.. : 
HAMPSHIRE PAPER CO., 
BYRUN WESTON 

CONTOOCOOK VALLEY PAPER CO., 
TRAIN, SMITH & CO 


LAKE SUNAPEE wooD PULP CO., 


OLCOTT FALLS CO., 

MOORE, ARMS & THOMPSON, 
ALBEMARLE PAPEK MFG. Co. ey 
RICHMOND PAPER MFG. CO., 
WINCHESTER PAPER MFG. C Pe 
POTOMAC PULP CO., . . 
SHENANDOAH PULP CO., . 

BOWDOIN PAPER MFG. CO., 

OTIS FALLS PULP Se - ° ‘ 

ALVIN RECORD, ° ; ; 
SHAWMUT FIBRE CoO., ; . 
WAKDLOW-THOMAS PAPER Co., ‘ : ° 
TYTUS PAPER CO.,, . ‘ : . 
MIAMI VALLEY PAPER co., 

G. H, FRIEND PAPER Cy 

Cc. L. HAWES CO., . 

EAGLE PAPER CO., 

THREE RIVERS PAPER CO., 

BARDEEN PAPER CO.,. 
KALAMAZOO PAPER CO., . 

ALPENA SULPHITE FIBRE CO., 
DETROIT SULPHITE FIBRE CO., 
JACKSON PAPER CO., . ° ; 
PENINSULAR PAPER 00. : 

J R. BEARDSLEY, . . 

DIAMOND MATCH CO., : ; . 
KAUKAUNA PAPER CO., : : . 
KIMBERLY & CLAKK O©O., ; 
S. P. TAYLOR & CO., : i ‘ , ; 
W. H. CROSSMAN & BRO... o- <4 . ° 
St. LAWRENCE PAPER or . ° 
TAGGARTS PAPER CO., . ° . 
FuRT ORANGE PAPER co., ’ . ° . 
8. A. RUDOLPH,. ’ . . ; . 
F. W. MeDOWELL, . ° . : ae . 
J. M. WILLCOX &CO., . . ‘ 

Cc. 8. GARRETT & SON, . . 

BUENA VISTA PAPER MFG. CO, 

PI* DMONT PULP AND PAPER CO., 
WILKINSON PAPER CO., ‘ 


Holyoke, Mass., 
Boston, Mass., + 
Boston, Mass., 
Boston, Mass., 
Boston, Mass., . 
Holyoke, Mass.. . 
Holyoke, Mass., . 
Holyoke, Mass., 
Holyoke, Mass., 
Holyoke, Mass., 
Holyoke, Mass., 
Holyoke, Mass., 
Holyoke, Mass., 
Holyoke, Mass., . 
Holyoke, Mass., 
Fitchburg, Mass., 
Westminster, Mass.. . 
West § Sermanels. Mass., 
North Wilbraham, Mass., 
Pepperell, Mass., ‘ 
Winslow's, Mass., 
South Lee, Mass., 
Westfield, Mass., 

Lee, Mass., > 

Newton Falls, Mass., 
Fairfield Mass., 


South Hadley Fails, Mass., 


Holyoke, Mass., 
Mattapan, Mass., 
Holyoke, Mass . 


South Hadley Falls, Mass.. 


Dalton, Mass., . ° 
W. Henniker, N. H., . 
Bristol,N.H., . 
Sunapee, N. H., 
Olcott, Vt., . 
Bellows Falls, Vt., 
Richmond, Va “ 
Richmond, Va., . 


Winchester, Va., + 


Falling Waters, 'W. Va ‘ 
Harper's Ferry, W. Va. 
Brunswick, Me., : 
Portland, Me., . ‘ 
Livermore Falls, Me., 
Somerset Falls, Me., 
Middletown, Ohio, 
Middletown, Ohio, 
Miamisburg, Ohio, 

W. Carrollton, Ohio, 
Dayton, Ohio, 

Franklin, Ohio, 

Three Rivers, Mich., 
Otsego, Mich., 
Kalamazoo, Mich., 
Alpena, Mich., 

Detroit, Mich., 

Jackson, Mich., 
Ypsilanti, . 

Elkhart, Ind., 

Wabash, Ind., 
Kaukauna, Wis., 
Neenah, Wis.,_ . 
San Francisco, Cal., 
Santos, Brazil 
Limerick, N. ¥., 
Felt's Mills, N. Y., 
Castleton, N. Y., 
Manay' wax. : 


Mana 
Philadelobia: 3 Pa., 
Elkton, d,, 
Buena Vista. Va. 
Piedmont, W. Va. 
Banning, Ga., 


Screens. 


—— 


CORRESPONDENCE 
SOLICITED, 
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Legal Decisions.* cannot be evoked in favor of persons who | //enriqu . Ypsilanti Savin Bank, Supreme 
4 a go on such premises without invitation or | Court of Michigan, 47 N. W. 
if [SPECIALLY REPORTED FOR THI AL. J 1uthority, and as to such persons the law | (270) spas 
; imposes no liability on the owner, except ‘ : 
: ' n 
When the Relation of Master and Ser- | ¢,- willful or malicious neelicence.—-Flan Failure to Deliver Telegraph Message 


4 | Where a telegram is sent by a wife about to | 


vant Exists.—The owner of a cargo of coal { n san perior |) hiseal 
hired plaintiff to assist in unloa ling it, and / . \ } S p \ - BS: COMER iy. Sanne her wusband, and 187 Front Street, New York, 


; ‘ ' | by reason of negligent delay in delivery of 
also hired of defendants a pair of mules ) 
— twenty-four hours he did not arrive, where 


Fraudulent Indorsement of Renewal | by the complaint alleges that she suffered | pJandie all the Sugar Bags emptied by the Sugar Refineries of 
Paper.— he indorser of a note given to a | more physical pain, mental anxiety and , 
New York, Brooklyn and Jersey City, and 


have always on hand 


and a driver to be used in raising the coal | 


from the hold of the vessel. Said owner 


was to have full control of the mules and ties ; 
} k refusing to sig ; renew; » | als : > 

the driver, and might put the driver at any bank refusing to sign a note in renewal the alarm on account of her com aes an ies 

te . : ker inducee nother to indorse notes | tained permanent and incurable injury for 

other work, and although he paid defend- =e luced a ig = we 7 P jury 

signed by himself for the amount of the | want of his presence and services, such 


first note. He purposely concealed from | damages are not too remote. Mental suf | Good Second-Hand Sugar Bags, 


ants for the hire of the mules and driver, 
he had the right under his contract of hir 


: , the later indorser the nature of the papers | fering caused by negligence and delay in 
ing to discharge the driver and appoint a Pat oe ’ 
: : | she was signing. He sent the notes to the |the delivery of a telegram not of a pecu- 
substitute. In an action for personal in 7 sig TI arin 


—- . ! . ’ ' cashier of the bank, stating that he could | niary nature may be ground of damages, 
juries occasioned by the driver’s careless ¢ ? 


management of the mules in said work the | keep the other ‘‘as a sort of collateral,’’ | though no physical pain or pecuniary lossis 
ieee wes wot the servant of defendants | ™* the indorser thereof had no objection | suffered. Where a tele graph office had the 
« | > se c 4 ( 3 *ThGse 
, : . thereto or to her responsibility until it was | sign of the defendant company over the 
but of the coal owner.—Arown v. Smith, Su- | De . ° 2 
preme Court of a : Be. ane | paid The notes were pinned to the first | door and the operator at that point testi- ' 
é ourl ¢ Georgia,12 3S. L. hep. : om } 
(143) i note and putaway with it. The bank made | fied that he paid over all receipts to the 
sh ec acrmme no entry whatever of the new notes. No | treasurer of said company, the office is an 1 
Construction of Contract.—Where de- | indorsement was made on the first. The | office of the company. The stipulation on For Pa er Makin * 
| cashier afterward told both indorsers that | a telegraph blank against liability for an 
| ) 


fendant, after contracting to buy from 


plaintiff as much coal as he should ‘re- | they were holden on the debt, and did not | unrepeated message does not protect the 


quire” for his mill, substitutes natural gas | state that a note or any — of | company where such message a —— ALL MATERIAL KILN DRIED. 


for part of the fuel used in the mill, he is it was paid. > second notes were not} gently delayed in transmission. such 





bound to take from plaintiff all the coal he received in payment of the first, but only as | stipulation has any validity at all it is only 


still uses in his mill, but not the amount he collateral, and therefore the bank not hav in case of a mistake in transmitting, and 
would have used without gas. In anaction 


"6 used wi as. an acti ing parted with value on account of the | then only when the negligence is slight.- 
. ac Te sre is evidence | Second notes could not enforce them against | 7hompson v. Western Union Telegra; > 
that nut coal took the place of slack coal the indorser, who had been induced to sign | pany, Supreme Court of North Carolina, 12 


on such contract where there is evidence 
them through the fraud of the maker.— |} £. Acp. 477 (270). 


mentioned in the agreement, it is proper to | 








. . . | 
instruct the jury that, nut coal not being 


mentioned in the agreement, defendant had 
the right to purchase such coal from other AND e 
parties only in case the jury find that nut by WEST’ S New Original-ENTRY LEDGER O a and ulphite, 


coal was not included in the kinds of coal 


| make Se: same entry but once. A Ledger in place 
. : was us Z fen of a full set of books, Convenient forms for all 
contracted for and was used for a different entries. Fasily applic’. claapte anves time. Wee's 
rpose. — McAzever wv. Duncan, Supreme Sel roving Balance locates every error. Send 3 
purp ——— d ? s | 2-cent stamps for illustrated 16-page pamphlet IMPORTED BY 
ee 


Court of Pennsylvania, 20 At. Rep. 938 (144)- WOLCOTT & WEST, SYRACUSE, N.Y 


Sete pnn.o A SER +. RAV, ste New York, 








chinery placed ina building erected for a 


brewery under . ae with nos owner DUNDEE, Scotland, 
thereof, and necessary for the operation of 
" a Packers and Shippers of SOLE AGENT FOR THE U.S. AND CANADA: TRADE MARK, 


such brewery, becomes part of the freehold, 








and falls within the provisions of the me-| Clean Jute Threads, Clean Jute | | See Street Mills, . . . Ao 
chanics’ lien law of New York, giving a lien Ropes, Gunny Baggin RA) 
for erecting, altering or repairing a build- | eeciena” Ropes Seeached Pras B U RY ’ ROZES AINE & FRERES, Agen, iN ZN 
ing, though portions of such machinery are ‘ ’ : | Lancashire, “3 o ENGLAND, Well-known Packers of Linens and ¢ 0 V 
removable. The erection of the machinery Cuttings = aoe hed Linen wanopene or ettons. 

ireads. 


was completed and the engine started on or 


about June 13, but the engineer of the con- ENGINE CLEANING WASTES, 
tractors remained in charge making altera- Colored Jute Wastes, Bieached Jute Waste, | | 
: - | Felting Wastes and Carded Jute Tows. | 


tions, &c., until June 21, when it worked | 
OFFICES : 


satisfactorily, and at the engineer's | CALCUTTA BUILDINGS. an 
quest was accepted on June 23. A lien weuns . 

filed within ninety days after June 21 was a a 

compliance with the provision of the lien COMM palate ct ate Abe OURT, PAPER MAKERS, 

ees See 88 be Hed within ninety EXCHANGE STREET, Couch Roll Covers, Wet and 7 Felts 


d fter the completion of the work.— 
the ese tela hag DUNDEE, Scotland. — oF ALL KINDS. — 


Watts-Campbell Company v. Yuengling, Court 
of Appeals of New York, 25 N. E. Rep. 1060 | ae mee eo l 4 MAKERS OF THE NEW PATENT Simple, Efficient. Economical. 


(755)- | UAgd Barknaamnen, COTT | 
A. —plaaautaaamaalaaaaaay SN a on 2 RTING FELT | FOR MANUFACTURERS DESIROUS OF IMPROVING THE 




















Liability of Bank for Refusal to Pay | Western Agent. 





ee oe ee Scranton Supply and Machinery Co., “ Indestructene” Agent in the United States: 
Check.-—A check drawn on funds in a bank | ,Scranton, Supp Tes minoaouatneedntatenilin QUALITY OF THEIR PRODUCT 
e . . y etals , s, &c 
is an appropriation of the amount of the | ee, to.” Keystone” Felts aud Jacketing. Ss. G. TRAIN, BOSTON. ' 





check in favor of the holder thereof, in | The Steel Belt Fastener Co. 
Hanover Cordage Co. 





effect an assignment of the amount of Roily or Discolored Water rendered Clear and Colorless. 


the check, and the holder upon refusal The BEST and CHEAPEST g WORTH & GRay IN USE IN THE LEADING PAPER AND PULP MILLS. 





of the bank to pay the same where such 
| aes gd | | 
funds have not been drawn out before COMMISSION Sasi ettsina Rentini tee euecitiatta 


its presentation may bring an action 


pedal) ATE BAR ?#Per Warehouse |CUMBERLAND MFG. CO., Baston, Mis 


a bank when receiving deposits to pay them 








OFFICIAL EXPORT AGENTS 





out on the checks of the depositor to any 
person in whose favor he may draw the same, | 





and the check holder is thus subrogated 


- FOR — 
| smarcan Paper manstacwrer,| NORWEGIAN WOOD PULP CO., Ltd 
to the rights of the depositor in so much of For any kind of Fuel, ao on - , 


the deposits as the check may call for, | Paper Makers’ Materials. 


which cannot after notice to the bank be | W. W. TUPPER & CO., 206 West St., New York. | Orricr, 440 Pearl {t. WAREHOUSE, 38 Rose St., 


withdrawn by the drawer.—Fonner v. Smith, W™ senp For CrRcuLar. NEW YORK. 








IMPORTERS AND DEALERS IN 


MECHANICAL, SULPHITE, SULPHATE 
AND SODA 


WOOD PULP, 


Supreme Court of Nebraska, 47 N. W. Rep. 632 | - 
(762). 





Liability for Unguarded Elevator Well in 


. Factory.—The liability of the owner of a | Ax Improven System - Great Economy-Larce Capacity - Hicu or Low Speen 

factory for the safety of his premises ex- | tt pipe i? -* sal 5 

Rial caty to thest das Gave « tant @ to (ensington Engine Works, Ltd. 140 NASSAU ST., MORSE BUILDING, 
. . in the premises, and where a person not an (eS er ee ACE ) , a 
| mployee goes into a portion of the factory pox sic: SPL reel , An Post Office Box 21 4, 


from which all persons but employees were 





NEW YoRK. 


excluded, and while there falls through an 





elevator well, he cannot recover damages 





FOSTER & BROWN, "=sinz"" 


MACHINISTS AND IRON FOUNDERS. 


for injuries sustained, because he was where 


) THE SNOW 
| he had no right to be. If the owner had 
| ais pains ae alt but erate ste | COT STEEL eit FASTENER, 


excluded from the factory, no person vio- 


lating that regulation can have any stand- PAPER MILLS! 


ing in court on a case which could not have | 





SHOCIAL TINS : 
Improved Paper-Coating Machines; Hanging Machines, and Power Reels for Coated 
Paper; the Merrill-Foster Noiseless Pulp Sereens; Paper Slitting and Trimming 
Machines; Hardened and Ground Slitters; Automatic Elevators. 
BUILT UNDER OUR OWN SUPERVISION. 


This is what you want. Manu- 
arisen had the regulation been obeyed. A factured by 


statute for the pretection of employees, | THE STEEL BELT FASTENER CO., 


CLEVELAND, OHIO. 
Send for circular. 


which requires elevator wells to be guarded, 





WOOD PULPS: RAGS: |JUTE STOCK: 


. SULPHITE, Soda, Mechanical, Linen and Cotton. Dundee, Calcutta, 
wet or dry on hand and to Old and New, all grades. English and German. 


arrive. EQ OSSIABWT for Paper Making a Specialty. 
E. BUERGER, representinec JOHN I. TAYLOR, ROOM 80, TIMES BUILDING, NEW YORK. 





. 
; *Copyrighted, 1891, by the Law News Bureau | 
5 











‘TL H E PAPE R TRADE JOURNAL. 4121 








ports and Gxports.|corinsweremownwn| — soreumrers. DP ATN SMITH & CO, 
A. Wertheim & Co., Francesco, Genoa, 202 bs. bag- | z } 
| 


From Apri. 29 To May 5, 1891, Inciusive 
IMPORTS AT NEW YORK. an IMPORTERS OF AND DEALERS IN 


Iw Paper, &e. 
. Lyon & Co., by same, 35 bs. jute waste Dennison Manufacturing Company, Roman, Liver- ALL. DESCRIPTIONS OF 
ALL SCR N§ 





W. F. Cone, by same, 30 bs. jute waste 


pool, 16 bs. tissue paper 
Perkins, Goodwin & Co., Polynesia, Hamburg, 165 


For THe Week Enpep May 1, 1891. 



















































































| 
| 
ene alle 7 
a ees tons chemical fibre. T Ss of Paper Steck. 5 
rs.. 706 $41,450 Paper ‘ 537 $32,724 G. Hamilton, Russia, Hamburg, 15 tons chemical Seginy Smith & Co., Bede, Hamburg, 104 ” rags 
ss 28 913 | Steel Pens 4} 4,052 | fibre. Union Carpet Lining Company, by same, 42 bs. waste ‘ i 
sCake — Stationery .. 11 416 Augustine Smith & Co., Thomas Dana, Hiogo, 824 as a : = ' 
wders 138, 2,008 Slate Pencils 2 26 | bs. rags. a rain, Smith & Co., Lepanto, Antwerp, 712 bs. rags, 24. FED E RAL STR E ET, BOSTO N 
Ash 2,855 53,062 Clay... ; —)| 1,300 Atterbury Brothers, Buffalo, Hull, 79 bs. rags 76 be. manillas — — 
Caus.. 1.5% 3,772. Jute Butts... 7,052) 23,298 R. H. Overton & Son, by same, 135 bs. papers. W. A. Castle, by same, 220 bs. rags. 36 BEEKMAN STREET, NEW YC 
: ‘ J.B. M + Ge.’ 1 198 1 ( , NEW YORK. 
of . c ; .B. Moore & Co.. ame, 592 bs rs, 198 bs. 
Sal.... 280 1,070) P. Hangings 56 8,675 H. G. Craig, by same, 64 tons chemical fibre. | saemaaiioe a oS oa - BRANCH OFFICES: ; 21 ST. MARY AXE, E.C., LONDON. 
narine 86 4,167 PaperStock. 3,868) 48,546 E. Hatton & Co., by same, 25 tons chemical fibre. |“ Hiitite . ( EDMUND ST. CHAMBERS, LIVERPOOL, 
419 48,193, Terra Alba.. 400 855 Perkins, Goodwin & Co., by same, 24 tons chemical | Atterbury Brothers, by same, 60 bs. rags. 
spers 197, 7,907), Waste....... fibre. C. A. Cheney, Roman, Liverpool, 48 bs. rags 
ings. 144 12.246 Wood Pulp.. 3,679) 26,793 Burgass & Co., Francesco, Hull, 196 bs. rags. >. & McClelland, eae 224 bs. waste paper. V V Y ' ( © R B E & ( ( } 
16 1,021 cet J. W. Mason & Co., by same, 184 coils rope. . F. Ring. by same, 12 bs. rags. 7 . om 
Pencils 4 585 Totals.... 22,008 327.769 Lewy Brothers, by same, 173 bs. rags. W. A. Castle, by same, 41 bs. rags. Successors to BARLOW & CoO,, 
_ nae = James Pirnie, by same, 271 bs. bagging, 27 bs. flax Jute Cuttings. WHOLESALE DEALERS IN AND PACKERS OF 
waste. | Hollingsworth & Whitney Company, Ridgeway, Cal- + | 
« General Merchandise for the week , : a 5 y 
; Maw 1, 190 se $8,066,269 Train, Smith & Co., by same, 63 bs. papers. cutta, 5,000 bs 
. eee ee John L. Taylor, by same, 156 bs. rags, 25 tons chemi- Wood Pulp. 
- cal fibre. George Hamilton, Bede, Hamburg, 336 rolls cellu- ’ i 
ORTS OF PAPER STOCK AT NEW J. W. Lyon & Co., by same, 27 tons chemical fibre. lose. f 
YORK Watson & Co., by same, 25 tons chemical fibre George Hamilton, Lepanto, Antwerp, 513 rolls (straw 237 and 239 SOUTH STREET, and 66 and 68 UTICA STREET, ! 
Perkins, Goodwin & Co., by same, 25 tons chemical | pulp). THE OLD STAND, een BOSTON, MASS. 
qnumaunen fibre. W. A. Castle, by same, 580 bs. WOOLEN RAGS GRADED IN COLORS AND QUALITY. 
From January 1 To May 6, 1891. Norwegian Wood Pulp Company, by same, 40 tons Perkins, Goodwin & Co., by same, 250 bs. ~~ 
cas oo i chemical fibre. Leon Gottheil, by same, 545 tons. bd Ee 
A s 3 e Se S. John H. Lyon & Co., Galileo, Hull, 20 tons chemical Bleaching Powders. H E be S 7 
ws ee | 88 = fibre. Wa & Co., Ro Liverpool, 145 cks 
nce & z E:S 2. zs rren , Roman, Livers , 145 cks. 
ried. te Ss st é= £4 John H. Lyon & Co., Martello, Hull, 15 tons chemi- Sede Aah PACHEERS OF' AND DEALERS I 
ip cal fibre , . 7 ; ; 
Warren & Co., Roman, Live »0l, 21 cks. 7 3 
——— ee es ee ae Jessup & Moore Paper Company, Assyria, Leghorn, | , = 7 ae oe ALL DESCRIPTIONS OF 
Bales. Bales. Tons. Tons. Bales. | 100 bs. rags. Alkali. s 
tri a _s 5 Horace Dutton & Co., Elysia, Leghorn, 3 bs. rags. Jerome Marble, Roman, Liverpool, 16 cks. 
a. — . . , 
James Pirnie, St. Ronans, Liverpool, 203 bs. rags, 322 Soda Crystals. 
rdam....| — ° 10 —_ bs. bagging. Warren & Co., Roman, Liverpool, 280 bbls 3 5 5 . 
’ 2 2.284 137 557 a 1.756 A. Wertheim & Co., Greece, London, 180 bs. rags. | Jerome Marble, by same, 140 bbls. 
_ , , Atterbury Brothers, Chandernagore, Marseilles, 302 | Sizi Special attention called to Special attention called 
: cd 304 a s : nee TRADE € H85 MARK. 
a . = bs. rags. W. A. Castle, Roman, Liverpool, 273 bags. our own Packing. our own Packing. 
= “0 — se ine ced F. Bertuch & Co., Norge. Stettin, 48 tons chemical "i i esinniin 
rt fa fibre. 
| 
© ‘ 768 —- — om Watson & Co., by same, 29 tons chemical fibre. EXPORTS of Paper, &c., from New York for the OFFICES: GLASHAVEN 20, ROTTERDAM, HOLLAND. 
eaux..... 703 3 —_ oat len Norwegian Wood Pulp Company, by same, 50 tons Week Ended May 5, 1891. - a 
; ground wood | BOOKS ses, to British West Ind ° Li 7 ' on 4 <a a loa a 
Bremen,.....6 884 31 — ~—— | 1,078 Lewy Brothers, by same, 262 bs. rags. oa cases, to Britis vou ndies, 8; to Liver E sT A B Liskh = Db Ss 8 5 Ss. a 
pool, 23; to Bremen, 4; to Havre, 3; to London, 23; 
f ; - — - — 2,097 = = — to Argentine Republic, 2; to Brazil, 1; to British 
21.452 IMPORTS of Rags and other Paper Stock at the | Australasia, 3; to Cuba, 1; to United States of Co- ‘ 
tta - a - — ai tn ‘ 
: , Port of New York for the month ended | lombia, 5; to British possessions in Africa, 1; to a 
( a ; 958 7 _-— — _ | British East Indies, 2; to Ecuador, 2; to Japan,11; to 
: oe April 30, 189i, from the following named Lelsile;? x Wb Linnally, 9; wo Labenth, 1; Wo Maule Si — IMPORTERS AND PACKERS OF — 
tees | ele} li ay | os] eee ee ees | PAPHR STOCK 
hristianta .. — ; 962 3 8 ~ ~ .. PAPER, to British Australasia, 462} pkgs.; to Cen- - 
, _ one on is +s Liss) eS Se l 8 cs.: yr x rs: ¢ : » ™ 
Copenhagen... 771 ——- 1,868| ——-| 2% Whence © S3)98 1/82 FE ig ori Sate Britioh eee pkgs; | Offices: 21 and 23 Centre Street; Packing House: 312 Water Street, New York. 
’ rei 83 cares ae Imported. te “e | se | &2 Pr to -iverpool, 6 cs.; to Argentine epublic, 54 cs.; to 
ae «Ses pM = “ Brazil, 161 cs.; to Cuba, 4,658 cs.; to Hayti,1 pkg.; @ SPECIAL ATTENTION CALLED TO OUR OWN PACKING. 
adee... 176 340 79 oe 3,687 | ~ - near males. Bales. ria Tons. -[Bales. to Mexico, 131 pkgs.; to Peru, 14 pkgs.; to United 
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jothenburg...| ——) — a rT % Bristol... 2.000.000 =} =) =}. =} , 828] to Leith. 25 pkgs.; to Siam, 1 pig. o> TINT PORRITT & SONS’ 
Hamburg..... 1,725 320 5) —| 1108 | ee Anwica. | axel —| — —| 3° | PAPER GOODS, to British Australasia, 72 cs. 
208 = | a ‘ 7 ; } 
Hamilton.....| —— - —— —- 30 | Christiania. . once ow a 35| STATIONERY, cases, to British West Indies, 8; to 
tiie ai Cs 64s can sess ao OO 567 | Cuba. 16- to Liv 1. i4: Hayti. 2: M os 
a 7 i bo, ee 5 | Genoa ........ " cot dices acti 267 | » 16; to Liverpool, i4; to Hayti, 2; to Mexi- qnase mane. 
Havana....... Glasgow..... oe 237 132) - qumens — | co, 34; to Ecuador, 5; to London, 3; to Brazil, 26; 
Hiogo.... .--. 1,74 — -— — — ers se eeeeees 244 104) 180} —— 338 to Hamburg, 2; to Uruguay, 1; to United States of SOLE IMPORTERS OF 
a dam «| es a ec ——| =| =| _ *| Colombia, 12 pkgs.; to Argentine Republic, 1; to Cen- MARINE BLUE (Aniline) for Newspaper Mills. 
Mhisssom val 22 9 — 3 weeerereeseccoee = yo | : pe 
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Havre —_— 2 — —_ 37 ere pp veesaenehee “Ne? * ais 433 sein irre ita a 
, 7 seith ocvensese _ — — — — — — Seana eeeaneaaieapeoaaneares ee 
I . 565 aes > aioe —_._ | Liverpool...........d' 362) — - a 793 SREG : “sews 
Leghorn...... 2,565 pee eeere 7") 4 562] 200 $8} ——| 1.186 AGGREGATES AND VALUES. 
m 5 914 — i a9 | Marseilles. | s—— —) — | 
Leith....-..++- . 219 488 Rotterdam... .......| cel WE Shamed “dees Paper, reams...... ... : weseal ail —_— 
a ' : ee g49 | Stettin.. seuseotenn | Cae: same 257 114 66 | 
Liverpool....'¢ 1,909 518 60 3,942 aa me a re -—" Paes Paper, pkgs....... 7 easel 1,019) $14,085 d 
mn oon wr 2. si ~~ ee ecceses o d * ’ | 
London eos «| 3,270, 1,195 246 1,725 | | Paper, cases ae et ee ee 5,007 14,392 ¢ 10 I I ONS BAC YCOIN(¢ ; t 
Nn > ° aoe | ’ ’ 7 
Marseilles.....| 1,695 * = - ot a. jacjediog £08 bo, Gas wont. eee races eae 104 8,814 f 
Naples....... oo a} a y men 2 a — CII, GRID. oo oi ino diceninds oes 152} 11,183 ROF E. I AT Ee R S T OC K, 
: i dat d. Including 35 bs. cotton waste. | 
Newcastle... se —| — —-| 8197] — === | Resin, bbls... ......... Be ee 7,772| 29,258 386585 anda 367 Hast Third Street, New Work. 
>. wre | a > 9 ‘4 
Pillau........-| 1,752) —— — Special List of Imports of Paper Stock at the Totals...... ae eo cool 14,054) $77,732 TELEPHONE: 209 SPRING. 
Rotterdam.... 454 — 789 — 741 Port of New York for the month ended | ———  ___ BaD Neti aa E SE 
enti fd ike 6,139 350 114) 1,900) BP ’ | “ending May 5.1801... Le ee ee sess. $6,998,986 a 
Yokohama .. 5,572 — — — — : s a ee 
; s jes/ S$] | Se ” evaruarree se MASS. 
. ! Importers. Si Sd ES] 8 | ES | New Patents. IMPORTER OF " P 
4. Including 560 bs. flax waste x > 2h pa Sa 
Including 21 bs. flax waste. YS ~~ = 4 
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~ NEW YORK IMPORTS. Cotle, W.A.....----| 378) —| —| —| — | "Neserwp, Covington. Ky., easiguor, by manne av Wald hof Bleached Su | phi ite Pulp. 
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corge Borgfeldt & Co., by same, 9 cs. Rau, G * . w—— _ - 
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hall & Co., Francesco, Hull, 10 bales. Co a 39 an a. } 
reorge Hunter, by same, 47 cs. Salomon, F., & Co..d| 396 72 ~ 621 S I RONG ! PURE ] I EL I y | f 








‘emmel & Voigts, La Gascogne, Havre, 1 cs. Seymour Paper Com- ee i 
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Monteith, Greece, London, 7 cs. iia inital eesti Nainital 1 
Paper Stock Totals.............. 8,860 1,008 1,569 418 9,091 4 
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THE first page illustration in this 
issue is that of a paper bag machine, in 
which, while several well-known and 
usually employed devices are incorpo- 
rated, some new features of construc- 
tion designed to facilitate and simplify 
production are suggested. 





THE question as to what rate of duty 
shall be paid on endless felts for paper 
makers’ use is still pending before the 
Board of General Appraisers and there 
are no indications that it is any nearer 
a settlement. Some time ago at the 
port of Boston some felts ad- 
mitted at a duty of 38' cents a pound 
and 40 per cent. ad valorem, but since 
then the Government has compelled 
the importers to pay additional sums 
which brought the duty up to 44 cents 
a pound and 50 per cent. ad valorem. 
At this port some entries were assessed 
at 49% cents a pound and 60 per cent. 
ad valorem, but since then the Govern- 
ment has refunded sufficient to bring 
the duty down to 44 cents a pound and 
50 per cent. ad valorem, and while these 
facts would tend to show that the latter 
rate is to be adopted there has been no 
official decision of the question, so that 
importers are still in the dark as to 
what they are to pay. The uncertainty 
of the matter has, of course, been of 


were 


advantage to the American manufac- 
turer, and while the business of the im- 
porters in this line has fallen off, the 
call for domestic felts has increased 
and many mills have substituted the 
domestic for the foreign article. Many 
manufacturers are experimenting as to 
the relative merits of the two lines of 
goods and the results will be of interest 
both to makers of paper and makers of 
felt. 





THE market for jute butts has stif- 
fened up a little, and the houses en- 
gaged in that branch of trade allege 
that butts have seen the lowest price 
for the year, and that from now on they 
Nothing 
inthe way of a great advance is antici- 


will gradually gain in value. 


pated, but the condition of the market 
is assumed to be favorable to a gradual 
The 
arrivals since January 1 have been un- 
precedentedly large, and the actual con- 
sumption has so closely followed the 


advance as the year grows older. 


imports that the spot stock is smaller 
than last year by 15,000 bales, and very 
much smaller than the spot stock at 
the same time in 1889, and of this stock 


THE 


the greater part is of bagging quality 
The 


ranged in 


butts. low prices which have 


this market induced very 
liberal buying, and many manufacturers 
who had not used butts for many years 
attracted to 


consumers. 


were them and became 


purchasers and This of 


course resulted in the large consump- 


tion to which reference is made, and if 


the present rate of consumption is 


maintained it would seem that the cur- 
rent crop will not be sufficient for all 
that 


come into requisition. 


needs, so other fibres will again 
As a rule sup- 
plies here are in the hands of strong 
holders, who are not inclined to yield 


their ideas and make losses. The out- 
come of the situation is of considerable 
use this class of 
of the 


closely 


interest to those who 


stock and the varying moods 


market will undoubtedly be 


watched. 





THE heated term will soon be upon 
us and the business activity which has 
prevailed during the past three or four 
The pa- 
per trade will, of course, feel the sum- 
mer dullness to a certain degree, forthe 
reason that, while the consumption of pa- 
per must gosteadily on, there is that sum- 


months will abate somewhat. 


mer listlessness which pervades every 
trade, every profession and we might 
add—everybody. It is peculiar, but nev- 
ertheless true, that other nations should 
regard our heated term as a somewhat 
dull period, when merchants leave be- 
hind them as much as possible busi- 
ness cares betake themselves to 
the country or the seaside for refresh- 
ing rest. There is, however, a danger 
that we may give to the summer heat 
more importance and probably more 


abuse than 


and 


it deserves. It may and it 
undoubtedly does provoke somewhat 
more expressive language than is per- 
haps becoming, but it should not be 
forgotten that, besides mere routine, the 
of done in the hot 
weather is comparatively heavy, andeven 
in midsummer greater than is 
supposed. Of late years there has been 
an unfortunate tendency to dread the 
summer instead of making the most of 
it. Unusually severe periods of heat 
and humid weather are of course un- 


volume business 


much 


pleasant and to some extent enervat- 
ing, but with proper precautions there 
is no reason to fear either. It is natural 
that business should relax somewhat 
during July and August, but this is no 
reason why these months should be re- 
garded practically.as a period of an en- 
forced idleness, which in these days a 
sort of mistaken courtesy terms rest. 





CERTAIN financial arrangements en- 
tered into by the American Strawboard 
Company recently have led to some 
disclosures which are very interesting. 
It appears that the capital stock of this 
concern is $6,000,000, fully paid up, and 
that on this fair sized capital there was 
paid a dividend of 8 per cent. last year, 
the net profit of the company’s busi- 
ness for the year ended ,December 
31, 1890, being $600,448.34. The total 
product of all of the plants belonging 
to this company for the twelve months 
of last year was 77,703 tons. The state- 
ment is made that the orders received 
by the company for the first quarter of 
the current year called for 26,058 tons 
of board, an increase over the cor- 
responding quarter of last year of 
6,397 tons, warranting an estimate of 


a probable product for the year of 
103,000 tons, a gain of over 33 per 
cent. in the output should the de- 


mand be maintained and expectations 
be met. Weare of the opinion that 8 
per cent. is a very fair return for 
and that the stockholders in 
this combination ought to be satis- 
fied. But with the surplus indicated 


money, 


there ought to be perhaps something | 


more, The company has made this 
profit on a reduction in the price 
of boards from $40.50 to $30 per ton. 
Would it not be possible to give the 
consumer even more advantage? With 
the probable surplus, even if the im- 


provement and extension of plants 
shall become necessary, it would 
seem that the combination § can 
atford to sell its output for less 
than ruling rates. The success at- 
tained by the American Strawboard 
Company has its lessons. It shows | 


PAPER 


TRADE 


that mills, instead of cutting 
each other, selling below cost and keep- 
to the 


notch, have been able to “ pool their 


ing expenditures up highest 


issues "" and make business profitable. 


even with lower prices for their goods. 





PAPER STOCK JMPORTS. 

The imports of rags and other paper 
making fibres—jute butts excepted— 
at the port of New York during the 
April 30, 


18,959 


month ended reported, 
to 1,987 


tons, the difference in quantities com- 


as 
amounted bales and 
pared with the corresponding month of 
1890 being an increase in rags of 4,513 
bales, in old papers an increase of 471 
bales, and in manilla stocks a decrease 


of 1,505 bales. There were 418 tons 
of wood pulp imported during April, 
and of chemical fibre 120 tons 


than the March imports were brought 
in. The appended tabulation shows the 
quantities of paper making materials of 


the kinds mentioned which were re- 


vorted as having been imported during |, . 
I = I © | higher than now. 


the month of April for five years : 


1891. | 1890. | 1889. | 1888. 1887 
Rags bales. 8,860 4,347 6,374 7,585 511,173 
Old Papers 1,008 537 814 2,185 4,038 
Manilla Stocks . 9,091 10,956 6.874 6,154 7,314 
Wood Pulp* tons. 418 140, 1,101) 23,732 
Wood Fibre 1,569, 2,606 2,458 1,495 


* Quantities reported for 1886 and 1887 refer to bales 
and include pulp and fibre. 


The arrivals from the different ports 


JSOURNAL. 


under 


fish and on arriving at his destination find 


| that he has with him a case of surgical in- 


struments instead of a box of bait is not a 
true disciple of Walton. 


The discussion as to where the next 
annual meeting of the paper makers is to be 
held is still going on. Several suggest that 
Atlantic City would be suitable and very 
convenient. It is cool, has fine bathing, 1s 


well equipped in the way of hotels, is easy 


| of access and undoubtedly presents many 


more 


attractions. 


The consumption of jute butts this 
being 121,664 
bales more than for the corresponding period 
that 
paper makers know a good thing when they 


year has been very large, 


of last year. This would indicate 
see it, and that when prices on butts became 
as attractive as they did a short time ago 
the p.m.’s just jumped in and bought sup- 
plies. 


And now the butts men say that pa- 
per makers have been using up the stock so 
fast that there is likely to be a gradual ad- 
vance in figures and that during the re- 
mainder of the values will 


year range 


Possibly, but then that is the way 


|some holders figured during the last two 


were as follows: Alexandria, 85 bales 
rags; Antwerp, 1,133 bales rags, 103 
bales old papers, 224 tons chemical 
fibre; Arendal, 304 tons wood pulp; | 


Bremen, 158 bales rags, 6 bales old pa- 


pers, 433 bales manillas; Bristol, 619 
bales manillas; Bordeaux, 108 bales 
rags; Calcutta, 3,500 bales manillas; 


Central America, 310 bales rags ; Chris- 
tiania, 296 tons chemical fibre, 35 bales 
manillas ; 
bales manillas ; 
nillas ; 


, 


Dundee, 77 bales rags, 567 
Genoa, 267 bales ma- 

237 bales rags, 132 
bales old papers; Hamburg, 244 bales 
rags, 104 old papers, 180 tons 
chemical fibre, 338 bales manillas; Ha- 
manillas; Hiogo, 824 


Glasgow, 
bales 
vana, 5 bales 
bales rags ; 
bales old papers, 464 tons chemical fibre, 
849 bales manillas ; Leghorn, 691 bales 
rags; Leith, 117 bales old papers, 433 
bales manillas ; Liverpool, 362 bales 
rags, 793 bales manillas; London, 1,562 
old papers, 38 
tons chemical fibre, 1,186 bales manil- 
las; Marseilles, 894 bales rags; Rotter- 
dam, 110 tons chemical fibre, and Stet- 
tin, 403 bales rags, 257 tons chemical 
fibre, 114 tons wood pulp, 66 bales ma- 
nillas. 


bales rags, 200 bales 





Watermarks. 





By DANDy. 


Looking over a sworn statement of 
the combination known as the Ameri- 
can Strawboard Company, I observed 
that the profits of the concern for the 
months of January and February of 
this year were 9 6-10 per cent. on 
the capital stock of $6,000,000. Last year 
this concern paid an 8 per cent. dividend. 
What J want to know is: Has anybody got 
any of the stock of this company for sale? 
Don’t all speak at once! 





I have a fancy tiiet if the stock isn’t 
for sale I would like to buy some; but if, 
like greatness, it is thrust upon me, why, 
then I may beg to be excused. 


The longevity of paper makers is an 
old story ; people have got used to it, and 
yet some paper makers die young. It is 
true, nevertheless, that many of the frater- 
nity far exceed the allotted span of life, 
and are patriarchs whose mental facul- 
ties seem to be as good at eighty as 
when they were thirty years younger, and 
who physically manage to stand up to the 
rack pretty well. Isn’t confirmation of the 
assertion that paper making is a particularly 
healthy business to be found in these ex- 
periences ? 


This is about the period when, having 
recovered from the grip, the average man in 
the paper trade feels that he needs a little 


| vacation and prepares for the fishing season. 


Decoration Day will see the season duly 
opened and then look out for fish stories. 
This year, whena man tells of the big fish he 
caught, he will be required to produce not 
only an affidavit and photograph, but alsoa 
scale of the fish itself. 


Which leads me to remark that a 
that “in union there is strength,” and | paper maker who will drive 13 miles to 


Hull, 1,772 bales rags, 265 | 


years, and the facts didn’t seem to back up 
the figures. The result is that nowadays 
some people say that the statistical position 
has nothing to do with the way prices are 
going to fluctuate. 


— + —— 


Trade Talks 


Alex. Robertson, Montville, Conn.—Business 





with us is very good and all our mills are as 


busy as they can be, which of course is 
very gratifying. 
cial interest at the moment, however. 

Col. G. W. Thompson, Diamond Mills Paper 
Company, New York—The Ivanhoe Mill at 


Paterson, N. J., and the Silver Spring Mill 


There is nothing of spe- 


| at Bloomfield, N. J., have been purchased by 





a syndicate with plenty of capital. The 
mills will be overhauled and new machinery 
added, and in a very short time both mills 
will be started up. I am to be general man- 
ager of the mills, which will be run on copy 
Since the 
passage of the McKinley bill some machines 


have been turned on to letter copying 


ing and other tissue papers. 


papers, but these four machines, two in each 


mill, are the only ones which have been 
idle, and which will now be put in opera- 
tion under the protection afforded by that 
bill. We can make in this country letter 
copying paper in sufficient quantities and 
quality to supply the American market. 
At Bloomfield we have clear spring water, 
which comes up in ample quantity to fill an 


| 8 inch pipe, and at Paterson we will put 


| 


in filters, so that we will have the best of 
water at both plants. 


Boorum & Pease, 


nothing which calls for 
special comment that I am aware of. I 
attended the Chamber of Commerce lunch 
yesterday, and, with others in the trade 
who are members of that ancient body, en. 
joyed the little diversion very much. I 
«voted to limit the membership to one 
thousand, and that number soon 
be reached. There is a good deal of 


George L. Pease, New 


York—There is 


will 


interest just now shown by business men in 
reference to business matters, but not suf- 
ficient to make their power felt on great 
commercial questions as strongly as they 
ought. 
in New York of a commercial and financial 
character to wield great strength on mat- 
ters affecting trade interests. The time will 
perhaps come when such power will be 


There are sufticient organizations 


needed even much more than it has been 
hitherto. 








Wonmmunications. 


A Challenge to Conflict. 
Arp.eton, Wis., May 5, 1891. 
To the Editor of The Fournal: 

We were greatly surprised to find in your 
issue of the 25th ult. the following para- 
graph : 

‘**P, R. Thom, Appleton, Wis., patentee 
of the Appleton rocker screen, has brought 
an action in the United States Court against 
the Valley Iron Works Manufacturing Com- 
pany for an infringement of his patent.’’ 

We are wholly at a loss to know from 
what source such information could have 
emanated, as it is without the slightest 
foundation ; in fact in this connection we 
beg leave to submit the following letter re- 
ceived from our patent attorneys, Messrs. 

















Lehman & Pattison, Washington, relative to | 


the Rowell and the Thom screens: 

‘*We have examined the claims of Thom 
and find that each of them is limited to con- 
structions not shown by you, and hence 
you do not infringe his patent, and he can 
not prevent you from manufacturing a ma- 
chine like that shown in your photo and 
drawings, nor collect a royalty.’’ 

The simple fact of the matter is that no 


been broueh; 
against us, and from information in 


suit for infringement has 


possession we are confident that none 
be brought. 

We cannot regard this information, wh 
is being disseminated quite industrious], 
some quarters, in any other light than as 
thoroughly meditated effort to injure 
business by awakening in the public min 
fear that in purchasing of us they may m 
themselves liable to civil prosecution. 

It is unnecessary to say that our discov; 
of the authors of such statements wil! 
the institution 
proper legal proceedings against them. 


speedily followed by 
We assure our friends and patrons ¢ 

they will put themselves under no liabi 

whatever by purchasing the Rowell no 

less vibrating screens. 

VALLEY IRON WorRKS MANUFACTURING ( 


PANY, By D. G. Rowell, 
Secretary and Treasure: 
an e- — 


Coming to Time. 
AprLeton, Wis, 
To the Editor of The Fournal: 
We have written to Mr. Joseph G. Par} 
son, of Chicago, who is Mr. P. R. Thon. 's 
attorney 


May 4, 18 


in the screen suit against 
Valley Iron Works Manufacturing Compa 
requesting him to write you stating w! 
the case will be tried, also to give you a 
other information he can in the matter. [f 
the Valley Iron Works Manufacturing Co 
pany is anxious to know where you got t 
information you can give them the names 
Inclosed find cut of 
L. OLMSTEAD 
P. R. THom. 


> — 


Cost of Making Sulphite Fibre. 
To the Editor of The Fournal: 
Several months ago there appeared in one 


of the undersigned. 
both screens. 





of the trade journals an article on the cost 
of making sulphite fibre by the Mitscherlich. 
process. 

The glaring inaccuracies of that state 
ment could not escape the eye of the most 
the first item of cost 
at $3.50 per 
There is no place where a sulphite fibre 


inexperienced. In 
wood was put down cord. 
mill exists in this country where spruce 
Then 
the figures were said to be about as follows: 


wood can be bought at such a figure. 


26 cords of wood at $3.50.. ‘ + $91 
Thirty men at $1.50 per day, for four days. ...... 18) 
1% ton of sulphur at $11 per ton................... 23 
5 cords of stone for making acid. Spy eh ae 15 
Fuel, light, &c., for four days................ 72 


Incidental expenses. ....... 
Total cost of filling and emptying (note error).. $402 
The writer of the article referred to said: 

‘*A boiler produces 12 tons of wet pulp or 

nearly 7 tons dry. Average selling price of 

No. 2 and 3 grade, $2.92!¢ per 100 pounds at 

the mill (I never saw a good No. 1), $408.50. 

This leaves a profit of $6.50 per boiler on 

some boilers, and you can get about six 

boilers per month.”’ 

This estimate may be true as far as the 
profit goes with the Mitscherlich process, yet 
I doubt it. The actual cost of making sul- 
phite fibre by the quick cooking processes, 


| with wood at a medium price, making 6 


tons of sulphite per day (dry weight), is as 
follows : 


10 cords of spruce at $8........... ee 
2,100 pounds of sulphur at $30 per ton....... . 81.50 
Labor, twelve men at $1.50 per day.... ....... 18.00 
Lime, 4,000 pounds at 25cents per 100.......... 10.00 
ITI 00.2070 5 aechs DWeeeie sh ees bantaan 200 
Steam and power, 8 tons coal at $2.50 per ton.. 20.00 
Interest on plant—$35,000—at 6 per cent....... 6.0 
Insurance and taxes. dovny wanes te 6 3.00 
LG. 5 otek din Velen (helteln® 3 10.00 
a 10.00 

aE ca a ee ee $191.00 


Of course this result cannot be obtained 
unless a good economical plant has been 
built ; not only must the digesters be good, 
but the acid plant must be simple in con- 
struction and so designed as to get uniform 
results, for on the acid depends the quality 
of the sulphite, and the repairs will largely 
exceed the figure given if digesters which 
will not do the work without constant re- 
pairs are used. 

But sulphite is being made for even less 
than the above, including all repairs. 

A mill making double the amount abo 
quoted can make the cost 10 per cent. less 
than the figures given. 

It would seem that the sulphite busine=s 
is very profitable, and so it is to-day, 4 
will be for two or three years to come ; 
ter that the price will be down so low tlt 
there will not be more in it than mechani: | 
pulp, nor perhaps as much. 

The mills making sulphite which will f: 
the effect of a falling market first are th: 
which have a large investment for | 
amount of product, which also necessita! > 
a large force of men to operate. The « 
pense of operating such mills is about }) 
portionate to their cost above a mod: 
quick cooking plant. 

The writer referred to speaks of No. 2 4 
8 grades, and says that he never sav 
good No. 1. If such is the case there is ' 
the slightest excuse for it, as sulphite ‘i! 
can be, and is, made uniform with pro 
care and experience ; but good results « 
not be expected when acid is made 4 
used without knowing just what is go! 
into the digesters and if a laborer with 
experience is put in charge of such’ mills 








e great trouble with us in this country 
1t we try to get the same results as are 
ined in Europe in a quick and easy 
.er, without going into all of the details 
xercising the care necessary to gain the 
lence which they acquire there. We 
ider that we are so much smarter than 
and can get the same results with less 
and labor, and so we can after we be- 
acquainted with all of the require- 
s. Give us time. 
e time is now at hand when any paper 
making as much as 10 tons of book or 
; paper per day cannot afford to be 
and the 
er that each mill gets such in operation 
nore able it will be to compete with the 
s for which it must sell its product. 
other words, now is the time to get the 
am’”’ of the sulphite business, provided 
if those expensive mills is not built. 
OUVRIER. 


out its own sulphite plant, 


ep eee 


ianges, Removals and New Firms. 





|]. Pickett, publisher, Riverton, Neb., 
old out. 

E. Verner, publisher, San Saba, Tex., 
id out. 

Cc, Walterhouse, publisher, Northville, 
, has sold out. 

irles Besserer, publisher, Walla Walla, 
1., has sold out. 

mes S. Smith, of the Daily 
Y., has sold out. 


News, Oneon- 


.. Holmes, bookseller and stationer, 
surgh, Kan., has sold out. 

B. Griswold, dealer in paper hangings, 
Bay City, Mich., 
& Ca., 
Utah, have sold out. 


has sold out. 
It, Olden booksellers and sta- 
rs, Provo, 
ioyt & Son, 
- Kan., have dissolved partnership. 
Buffalo, N. Y., 
A. Scheu & Co. 


Brown has retired from the 


E. Thomas, stationer, 
been succeeded by G. 
arles E. 
of Estes & Lauriat, publishers, Boston, 
Verkerke, Taylor & 
rand Rapids, 


Huisdill, 
Mich., have dissolved part- 


printers, 


rship. 


The 


to the 


stock of stationery, &c., belonging 
estate of F. W. Nye & Co., Toronto, 
it., has been sold. 

rt. 2 


1as removed from 


Gregg, manufacturing stationer, 
62 Duane street to 79 
, New York. 


Benjamin D. Benson, manufacturing sta- 


Crosby street 
tioner, New York, has been succeeded by 
Benjamin D. Benson & Son. 

lhe stock of wholesale stationery belong- 
¢ to the estate of W. Robertson & Co., 


loronto, Ont., has been sold. 


A. C. Cameron, late of the /n/and Printer, 
as bought the Artist Printer, of St. Louis, 
ind will remove its publication office to 
Chicago. 


Orrs & Co., paper manufacturers, have re- 


moved their New York office from Room 5 | F 
| stepping forward to catch the broken sheet 


to Room 18, Vanderbilt Building, 132 Nas- 


sau street. 

Albert J. Harding has opened a paper box 
factory at 32 and 34 Lawrence street, Pater- 
son, N. J. His plant will be known as the 
Equity Paper Box Factory. 

The Chadwick Copying Book Company 
has removed its factory from Lambertville, 
N. J., to’ Springfield, Mass. Its New York 
office will continue to be at 60 Duane 
Street. 

The Worthington Paper Company, of 
Holyoke, Mass., has been incorporated to 
do a jobbing business in paper and mill 
plies. It succeeds 5. Worthington & 
The United States Talc Company has 
incorporated at Gouverneur, N. Y., 
with a capital of $75,000. The incorpor- 
ators are Newton Aldrich, William R. Dodge 
ind Frank M. Burdick. 


Che firm of J. E. Pickham & Co., dealers 
in paper, &c., Boston, Mass., has dissolved 
imitation. F. N. Bigelow retires from 
firm and the business will be continued 
by the remaining partners under the old 


€eTk 


»bert McBride, printer and stationer, 97 
an. 99 Cliff street, New York, has admitted 
as partner in his business Henry W. Turner, 
So. of the late Henry W. Turner, who was 
we | and favorably known in the printing 
ttle for many years. The firm will be 
*! wn as McBride & Turner. 


1¢ Minneapolis 7Zridune, Minneapolis, 
\., ison the eve of another sale. The 
‘r was sold for$400,000two months ago 
‘-Senator Pierce, of North Dakota, and 
J. M. Murphy, of Grand Forks, N. Dak. 
mas Lowry, president of the Twin City 
t railway system, retained a large 
« of the stock. Alden J. Blethen, the 
er proprietor, has secured ample back- 
ind will reassume control of the paper 
‘ne next week, The LZuvening Tribune is 
iffected and will remain in the hands of 
Ge rge W, Shaw. 





publishers of the 77ridune, | 


| 








| apartments. 


| rance of their whereabouts. 


| bills were not plentiful. 


THE 


-— a2 = R 


TRADE 


JSOURNA L. 








Mortgages, Ete. 





{In the appended list R. signifies a renewal of a 
pre-existing mortgage; B.S., bill of sale; and Real, 
a mortgage on real estate. | 

MIDDLE STATES. 











Mortgagor. A mount. 
C. H. Fodow, Rochester, N. Y.... $250 
SOUTHERN STATES. 

Acme Printing Company, Augusta, Ga.......... 210 
WESTERN STATES. 

A. B. Merrill, Berkeley, Cal. (B.S.)............. 3,933 
Hans Schwarz, Belleville, Ill.............. 700 
Eagle Lithographing Company, Chicago, Ill.... 9,800 
A. L. McArthur, Hamilton, Ill.................. 1,400 
J. C. Jones (the G/ode), Hampton, Ia.. 800 
Julia J, Pickett, Chanute, Kan. (Real) 250 | 
Julia J. Pickett, Chanute, Kan . ...... 168 
E. W. Hoyt, Lyons, Kan ‘ soscceseceesss 1,000) 
W. P. Watson, Central City, Neb... ........... 1,000 
Richard Thompson, Crete, Neb. (B.S.)......... 3,000 
Charles W. Daggett, Riverton, Neb............ 358 

H. O. Hollenbeck (Ingraham & Coryell), Seattle, 
Wash. (Real)... eae Reve eu Wades -SeeKe 2,000 
A. Houtkamp & Son, "Milwaukee Wis 2,200 
Fred. Meller (et ux.), Milwaukee, Wis ‘ 569 
John Ziehl (et ux.), Milwaukee, Wis. (B. S.).... 7 
CANADA. 
Bertram Bourinot, Port Hawkesbury, N. S. 
WO DSc cabaret nes bidedkdesaconscus x ; ae 
LIENS DISCHARGED. 
A. T. Lea & Sons, Columbus, Kan........ 3,653 


—_———3 oe” 
Personals. 





D. W. Morey, who was at one time in the 
paper trade in Philadelphia, Pa., has been 


arrested in Washington, D. C., on a war- 


rant sworn out by C. S. Hirst, a jeweler, 
who accuses Morey of defrauding him out 
of a pair of diamond earrings and a dia- 
mond ring, valued at$1,200. The police of 
Philadelphia telegraphed to Washington to 
hold Morey, as he was wanted in that city. 
Smith, 
twine and wrapping paper, has inserted a 


Isaac N. wholesale dealer in 
notice in the Brooklyn papers announcing 
that his wife, Sarah V. Smith, has left him, 
and that he will not be responsible for any 
Until April 
30 Mr. Smith, his wife and two young chil- 


debts which she may contract. 
dren lived in the Kensington apartment 
house in Throop avenue and Quincy street. 
On the evening of Thursday, April 30, on 
his return home, he found that his wife and 
children were missing, and that his wife had 
taken along nearly all the furniture in their 
Next left the 
apartments himself and is now stopping at 
a hotel in this city. He has pot notified 


morning he 


the police authorities of either city about 


the disappearance of his wife and children, 
and it is presumed that he is not in igno- 
He charges 
his mother-in-law with the responsibility for 
the sudden domestic upheaval. 


— + 


Accidents. 





An accident occurred at the Crown Paper 
Mills, Oregon City, Ore., on the night of 
April 21, by which Edward Fishburn, late 
of La Camas, Wash., Fishburn 
was engaged intaking paper from the steam 
rollers on a reel and the paper broke. In 


lost his life. 


a set screw on the shaft caught Fishburn by 
the vest and in a moment he was whirling 
on the shaft at the rate of fifty revolutions 
a minute, his head striking the floor at each 
revolution. Before the machinery could be 
stopped all his clothing except his shoes 
was torn from his body and his head was 
terribly bruised. Death relieved his suffer- 
ing the next morning. The deceased was 
about twenty years of age and unmarried. 


Market Review. 


Orrice or Tue Parzr Trave 
Fripay, May 8, 1 


THE MONEY MARKET.—The 
closed nearly all 
showing lower figures. 











OURNAL, | 
js f 


market 
moving shares 
The market con- 
tinues to reflect in fairly easy rates for call 
loans the May 1 disbursements for interest 
and dividends. 


lower, 


This class of business was 
done yesterday at rates ranging from 314 
per cent. 
(@4 per cent. The closing rate was 4@41¢ 
per cent. Time 
changed at 5@5%g per cent. and commer- 
cial paper was quoted as follows: 


Siaty Four 
Double named— days. months. 
ch Sune néctesk caer 546 6 54%@ 6 
isc dicad ssi 6 @ 6% 6 @6% 
Single named— 
rca dedvaccescctsaxve © OOM 6 @ 6% 
oe ey ee 64@ 7 6%4@7 
Not so well known........... 7 @8 7 @8 


but 
Posted rates closed 
at $4.87!¢@4.86 for sixty days’ and $4.891¢ 
@4.90 for demand. Rates 
business were as follows : 
sight, $4.841¢ @ 4.85; $4.8815 @ 
4.8837 ; oid. $4.89; commercial, $4.84. 
Continental bills were quoted as follows: 
Francs, 5.205¢ and 5.174¢; reichsmarks, 
95144 and 9534; guilders, 4014f and 4054. 
Government bonds were firm but quiet. 
THE PAPER TRADE.—The conditions 
which have governed the paper trade for 
some time past continue to exist. 


The market for sterling was easier, 


for 
Sixty days’ 
demand, 


Manufac. 


to 5 per cent., and averaging 31¢ | 


loaning rates were un- | 


actual | 


7 . 
| eunnan, asa atin are busy, although there | 


has been a lessening of demand on certain 
grades of book papers and values have 
softened a shade in consequence, this being 
especially applicable to some No. 2 super- 
calendered grades of Eastern make. Prime 
qualities, however, still hold their figures. 
Writing mills are active and product 1s being 
moved at a satisfactory pace, while the pro- 
duction of news is being taken up very 
closely. Manillas are infair movement and 
Straw Wrappings are having an average 
trade. City trade is not as brisk as could 
be wished, ‘‘store trade’’ being very quiet 
in most quarters. 


JUTE BUTTS.—The Jute Butt market is 
a shade firmer, and lots of 200 or 300 bales 
can be had at 1.15c. cash, at which there 
have been sales of about 3,000 bales. The 
Calcutta season is at an end and lots of any 
size are not obtainable there for prompt 
shipment, while spot lots here are generally 
in the hands of strong holders. The 
statistical position as given in the May 
circular of Cabot, Ray & Co. is as follows: 
Imported into the United States, 1888, 
457,884 bs.; 1889, 412,689 bs.; 1890, 481,- 
074 bs. Consumed in the United States, 
1888, 389,684 bs.; 1889, 417,889 bs.; 1890, 
496,994 bs. Stock on hand, New York and 
Boston, January 1, 1891, 50,250 bs. 
ed, New York and Boston, 
1891, 286,352 bs.; 1890, 163,441 bs.; 1889, 
139,467 bs. Stock, New York and Boston, 
May 1, 1891, 62,526 bs.; 1890, 77,202 bs.; 
1889, 115,700 bs. On passage for United 
States, April 10, 1891, and by cable to 
April 30, 1891, 228,377 bs.; 1890, 169,198 
1889, 214,476 bs. Visible supply to 
September 1, 290,903 bs.; 1890, 246,400 bs.; 
1889, 330,176 bs. Consumption since Jan- 
uary 1, 1891, 274,076 bs.; 1890, 152,412 bs.; 
1889, 94,467 bs. Delivered to consumers 
past 30 days, 98,538 bs.; 1890, 64,840 bs.; 
1889, 14;207 bs. The same circular 
of the *+ Market 
been a trifle firmer with liberal sales of pa- 


Import- 
January 1, 


bs.; 


says 
market : for April has 
per quality forthe month at close market 
firm at 1.15@1.17!g. Deliveries from ship 
: 47,668 
50,870 bs. to 
Stock in ware- 


33,767 bs. paper.”’ 


and warehouse (mostly from ship) 
bs. to paper manufacturers, 
bagging manufacturers. 
house, 28,759 bs. mixing ; 


WOOD PULP.—The market for Ground 
Wood has sagged somewhat, and prices are 
irregular, the demand not being active. 
We hear of sale of 50 tons foreign at 1.20c. 
Fifty tons came to hand this week from 


Stettin. 
WOOD FIBRE.— 


cal Fibre are in good request and supplies 


Prime grades of Chemi- 


The association 
and 3@ 
is asked for domestic Unbleached 
for domestic Bleached 
Foreign grades are quoted as fol- 


are moving very steadily. 
price on Bleached Soda is 334c., 
3lgc. 
Sulphite and 3l¢c. 
Sulphite. 
lows: Unbleached Pine, soda process, 2.85 
@3.05c.; Bleached, same process, 31¢@ 
3.90c.; Unbleached, sulphite process, 2.70@ 
8.55c.; Bleached, do., 4@4%¢c.; Bleached 
Straw Pulp, 444¢@44c. Imports this week 
aggregated 537 tons, being 180 tons from 
Hamburg, 280 tons from Hull and 77 tons 
from Stettin. 

FOREIGN RAGS AND PAPER STOCK.— 
There is not much animation in the market 
for foreign rags just at present and busi- 
ness is quiet. We note sales of 25 tons Ger 
man Blue Cottons, to arrive, at 1.70c. 
35 tons German White Cottons, 
3c. Imports forthe week aggregated 4,456 


, and 
to arrive, at 


bales and 587 tons, being 3,111 bs. rags, 301 
bs. papers, 537 tons chemical fibre, 
| ground wood, and 1,044 bs. manillas. Ports 
| of shipment and quantities are as follows: 
Antwerp, 476 bs. rags; 103 bs. 
| Central America, 130 bs. rags; Genoa, 267 
bs. manillas; Hamburg, 180 tons chemical 
fibre; Hiogo, 824 bs. Hull, 531 bs. 
rags, 198 bs. papers, 280 tons chemical fibre 
and 455 bs. manillas ; Leghorn, 103 bs. rags ; 
Liverpool, 203 bs. rags, 322 bs. manillas; 
280 bs. rags; Marseilles, 302 bs. 
| rags; Stettin, 262 bs. rags, 77 tons chemical 
fibre and 


50 tons 


papers ; 


rags 


London, 


50 tons ground wood. 


DOMESTIC RAGS.—The demand is not 
strong and prices are somewhat weak. 
Whites are quoted at 3.50@3.60c.; soiled 


whites at 2.55c., 2’s°; best quality at1%4c., 
and ordinary at l¢c. 

BAGGING, &c.—There is not a great deal 
of interest shown in Gunny. There have 
been some small sales of one, two or three 
car loads each, No. 1 Manchester on spot at 
1.10(@1.15c, four months, but there is noth- 
ing doing in a large way, and manufactur- 
We 
note sale 500 tons domestic bagging from 
mills at 1.10c. f.0. b. Ropes, both 
| manilla and jute, are quiet, although in the 


ers ideas are not up to these figures. 
cotton 


latter and jute threads the stock arriving is 
being absorbed by deliveries under con- 
tract. 
gated 1,044 bales, being 267 bs. from Genoa, 
455 bs. from Hull, and 322 bs. from Liver- 


pool. 

OLD PAPERS. — There is a moderate 
trade... We quote: ‘No. 1 Hard White Shav- 
381g @ 3\4c.; No. 1 Soft White 


Manilla imports for the week aggre- 


| ings, do., 


strictly free from wood, 2.80@2.90c.; Soft 
White do., ordinary, 244@25¢c.; Old Ledg- 
ers, 24¢c.; Solid Printed Books, 1.60@1.70c.; 


ae 


that the close of 1891 shall hiew an increase 


equal to 5 per centum over and above 


the tonnage during the year preceding. 
Philadelphia, where shippers feel the effect 


| of the demand from New England, reports 


| 


| output is probable 
| reports a much 


that there is a better demand, and to meet 
this there will be a number of collieries put 
at work, but no very heavy increase in the 
this summer. Boston 


better condition of business 


| than for some time, low freights and prices 


Mixed Shavings, No. 1.30@1.35c; Mixed 
Shavings, No. 2, 1@1\¢c.; Extra No. 1 
Manillas, 1.40c.; No. 1 Manillas, ordinary, | 
1.20c.; No. 2 Manillas, .90@1.05c.; Light 
Book Stock, 4%@.60c. ; Folded News, 65@ | 
70c.; Commons, .40c.; Bogus Manillas, 
60@90c.; Straw Clippings, 55c.; Binders’ 
do., 50c. 

STRAW.—The market is quiet. We 
quote: No. 1 Rye at 80@85c.; Medium at 
65@T5bc.; Short Rye at 50@55c.; Oat at 
35@40c. 

ROSINS.— The market is firm on mod- 


erate demands. We quote in lots from 
the yard: Common to Good Strained, $1.90 
@1.95; E, $2.; F, $2.15; G, $2.30; 
I, $2.85@2.90; K, $3 ; M, $3.30@3.40; N, 
$3.45@3.50, and W. G., $3.65(@3.70. 

CHEMICALS. — The market for 
chemicals is quiet, as a rule. 
pool market, under date of April 22, J. P- 
Brunner & Co. say: ‘*The Alkali Company 
has ordered a restriction in the make of | 
Bleaching Powder to the extent of 25 per 
cent., which restriction was to take effect 
from theend of last week. 
there is really nothing new to report, things 
being very quiet and quotations about un- 
Soda 
special brands, which remain scarce and are 


changed. Ash—Some inquiries for 


held for full prices, but for commoner qual- 
The 


austic 


minimum 
Ash, 48 
+ et. 


£5 7s. 6d.; 


ities there is little inquiry. 
quotations are as follows: C 
per cent., £5 2s. 6d.; 58 per cent 
net cash ; Carb. Ash, 48 percent., 
£6 103., 
Soda—At the close of last week a fair trade 


was 


58 per cent., net cash. Caustic 


done by resellers at 2s. 6d. under 


union’s quotations, but the demand is off 
again and there is little moving at the mo- 
ment. Union’s quotations are as follows: 
Sixty percent., 
£10 15s.@11 ; 


76 per cent., 


£9 10s.@9 15s.; 70 per cent., 
£il 15s.@12; 
£13 and upward, according to 


74 per cent., 


quantity and delivery, and all ‘ net cash. 


Two days later Peter R. McQuie & Son speak 


as follows of the same market: ‘‘ There is lit- 


H, $2.75; | 


heavy | 


Of the Liver- | 


As regards trade 


tle change in the aspect of the chemical mar- | 


ket; a few 


Bleaching Powder and Caustic Soda, but the 


transactions are reported in 
ideas of buyers and sellers are too varied to 
permit of anything beyond a very limited 
business. General trade has for some time 


been extremely dull, and no doubt this has 


‘ ‘ : 
had its effect upon chemicals, which are un- 


We 
Bleaching Powder, £7 per ton f. o 


usually flat just now. quote 
»., hard. 


wood, net cash ; softwood casks, 2s. 6d. per 


to-day: | 


f. o. b. making it desirable to lay in a sup- 
ply of coal. Chicago reports that the An- 
thracite trade moves along without any 
special indication concerning the future. 
There is a prospect of small business and 
holding off for a few months, and ‘the fu- 
ture stability of the market will depend 
considerably on the fortitude of the ship- 
pers during the dull period.’’ There have 
been no unfavorable symptoms developed 
thus far, and there are prospects of an ac- 
tive season ahead. 





DWIN BUTTERWORTH > & , 60. 
MANCHESTER, ENGLAND, 
PACKERS OF ALL KINDS OF 


eee Stock, Cotton Waste and Buffalo Sizing, 
Wood Pul » Moist and Air Dry Pulp, 
# and Ground Pulp, 


p, 83 GUNNY BAGGING, &c., 
OFFICE IN NEW YORK: 
Tract House, 150 Nassau St., near Tribune Office, 
JAMES PIRNIE, Manager. 





WATERBURY 
FELTS AND JACKETS 
MANUFACTURED BY 
H. WATERBURY & SONS CO., 
ORISKANY, N. Y. 


The Largest Manufacturers of Paper 
Makers’ Felts in the World. 


Adapted to every grade of paper, from the finest 
to the coarsest. Our wet aondiiien or pulp felts are 
unequaled for durability. Every felt guaranteed to 
give satisfaction or may % returned. 





ESTABLISHED 1845, 


MARTIN ROURKE & CO, 


MANCHESTER, 
PACKERS AND SHIPPERS OF 


Mancuester Gunny Bascines, 


Cotton Wastes and Paper Stock, 


Trentham Street Mills, 
Chester Road, Manchester, Eng. 


YR 





PRICES CURRENT. 
NEW YORK MARKET. 


Paper Market. 
DEALERS’ SELLING PRICES. 














‘ ae d IN i in vita ate @$o0 

ton less. Ammonia Alkali, 58 per cent., etre, not Dees. Awe intrhessdana @ 7 
£6 103. per ton, net cash. Carbonated Soda | Flat Caps, fines............ 14%@ 18 
aga | Flat Caps, engine sized............... 7%@ 9 
Ash, 48 per cent., £5 7s. 6d.; 58 per cent., | Blotting, American 8 @ 15 
c Bi .. - . | Blotting, English.................. 17 cud 
£6 10s. per ton, net cash. Caustic Soda Book, super sized and calendered. 6 $ 9 
Ash, 48 per cent., £5 2s. 6d.; 58 per cent., | Book, super sized and tinted........... 6@ 7 
a : : : | Book, extra machine finish. . al ceeds 54G 6 

£6 4s. per ton, net cash. Caustic Soda, 60 | Book, machine finish, low grade....... 5@ 5% 

i . News, No. 1 » atten tes 3 4 

per cent., £9 103.; 70 per cent., £10 15s.; | News rag and wood... °"°"" Ke $0 
74 per cent., £11 15s.; 76 per cent., £12 | POD, SER. 20<2snecsensoressdsennates 4@ 5 
. | Poster. 1a sh eeallinteeeh mdi eiiiclennteen aia 54G@ 7 
15s. per ton, all net cash; 5s. per ton | Hanging, superfine, No. 1 8 @ 10 

j ¢ y : 7 9 

extra charged for parcels under 10 tons. | eee ee sabato ‘ é + 

Soda Crystals, £3 7s. 6d. per ton, net | Hanging, white blank, No.1.. ........ 4 4% 
ps , | Hanging, curtain... .. 384G 4 
cash. In the local market Bleaching BIAOGING, WUOWE. 35a scsiscsscicassocce 2% 3 
a : si ‘ Colored papers, double mediums...... 6 g 8 

Powder is steady and spot goods are in bet- | Colored papers, glazed medium... ree 8% 

ter demand. Caustic Soda Ash is dull, and | Colored papers, tobacco... ........... 84@ 9% 
ee .. | Colored papers. tissues, 20x 30, @ ream 1.10 @ 1.35 
the call for Alkali is not as active as it | Tissues, biack, 20« 30, perream. ...... 1.40 @ 1.50 
might be. High test Caustic Soda is in fair White tresue, 24 x 86, S tog . i, g 2 
call and Sal Soda is dull. During the week | Manillas, Flour sack, cream............ 104@ 12 
| Manillas, Flour sack, drab............. 9% 11 
there have been sales of 300 cks. Bleach at Manillas, Rope, unbleached No. 1...... 9% 11 

eat a ee ay an | Manilias, Rope, unbleached No. 2...... 7% 9 
1.7244(@1.80c.; 200 tons Soda Ash at 1.60@ | Manillas, No. 1, light weight oe 6% 
1.70c.; 100 tons 58 per cent. Alkali at 1.50@, | Manillas, No. 1, heavy weight......... Cum 8% 

a SE, DR Th cabexss srenveravencesess 5 @ 6 
1.55c.; 200 drums 70 to 74 per cent. Caustic | Manillas, Bogus.... 24@ 8% 
cs - ie s % | Wrapping Parchment.. 16 20 
Soda at 3.05@8.10c.; 300 bbls. Natrona | Tissue Manillas, full count, weight and @ 
Porous Alum at 2igc.; 50 bbls. Ground | ,,5ize, 24% 36, other sizes in proportion, 75 80 
- phy | Hardware, light colored, No. 1...... 9 10 
Alum at 1.75c.; 50 bbls. Lump Alum at | Hardware, Ne. 1, glazed, tarred..... eat, Ge 

<hage . er. 2 2 : ardware, No. 1, I cic decane 4} 5 
1.65c.; 150 bbls. Keystone Alum at 13¢c.; | Binders’ Boards, ®@ ton, No. 1....... 70.00 490.00 
10 cs. German Ultramarine at 161¢c.; 10 | Binders’ Boards, ® ton, No. 2...... ...40.00 @50.00 

2 ‘ 3 id | Strawboards, air dried, No. 1, ton. .42.50 i news 
bbls. American Ultramarine at 12!gc.; 5 cs. | Strawboards, steam dried, XXX, ® ton.32.50 @ ae 
. rs - ae” ae | Strawboards, steam dried, XX, ® ton.30.00 roe 

Brown Sugar of Lead at 714c.; 5 cs. Bichro- | Strawboards. air dried, Penn., ¥ ton ‘5.00 @ 

. otash at 101iKc. Strawboards, air dried, State, # ton...37.50 @40.00 
mate of Potash at 1 ac Straw Wrapping, basis, 15 x 20, 1544 Ibs. , © 

CHINA CLAY.—The stocks of prim 20 sheets— 

' ees 0% PEIME | "36x40, from 38 to 42 Ibs. ® rm... 8 @.... 
grades are still scarce, though medium and 30 x 40, from 30 to 34 lbs. @ rm... @ 68 

. . 2 2 > 
ordinary grades are in ample supply to} oe ee eee a: ° @ - 
meet all requirements at the moment.| %%*380,21 lbs. @rm............... 4 @ 
e 20x 30, from 14tol7 lbs. @rm..... 86 @.... 
There are several lots on way, the bulk of | 16 x 22, from 12 to 13 lbs. ® rm 5 ; 
which, however, is already sold f : ass e ie @ = 

’ ever, 1s Gy sold tor con- 15 « 20, 10 lbs. @ rm Sa S sf 
sumption. Sales are reported of 150 tons aoe from 7 to 834 lbs. @ rm... . 18 @ — 
spot and to arrive at prices ranging from | Mess t Cees aps ; @ 14 
re 1 oe b . PURWEI G coRth cou Sod cde nnbcs tw acti @ 11 
$13@18 per ton as to grade, quantity and | straw Wrapping, ® Ib., heavy weight. 1.75 @ 1.85 
holder. | Straw Wrapping, ® Ib., light weight.. 2K. 

| Cigarette Straw Tissue, per case of 100 

TWINES. — There is an average business | >0x¢s. 50 books to the box, 200 sheets 
7 5 to the book 21.00 @ 30.00 
in progress. (uotations are as follows: | Tea Papers, 16 sheet quires— 
ee a ee aes a 12 18 See eens eden 18 @ 2 
Cordage—Manilla Rope, half inch, 104¢c.; 14x20. 2@ . 
Sisal Rope, half inch, 7c.; New Zealand | Card Middies, ground wood soos SHO 6% 

‘ A ; Card Middles, long fibre wood ; 84@ y 

Rope, half inch, 6%4« Jute Rope, half Card Middles, rag and wood 6 @ 9 
neon ore. ae oe - a Jood Fibre, bleached 8Ke 
inch, 6!gc.; Sisal Hay Rope, 7@ The ” Wood Fiore, sablenched : 3u@ es 
Sisal Lath Yarn, fine, 64gc., and medium, | Pulp Lined Boards, single manilla, No. 

4 . - E 100 and heavier . 250 @ 
534c.; Jute Lines, 6!g¢@7c.; Jute Ready, 534 | Pulp Lined Boards, double manilla, No. 
@ic.; New Zealand Hay Rope, 64@7\c.; 100 and heavier r sieceeer A 0 @ .., 
“4 ¢ r . . . 7" > - 
New Zealand Lath Yarn, fine, 5gc., medium, 
5c. Twines—Hemp, 4% and 6 B Russia, 13c.; BOSTON MARKET. 
416 and6 A American, 13c.; 414 and 6 D Jute, Chemicals. 

SS ae . hee ea, 5, We : Alkali... 1.45 @1.5 
10c.; 44g and 6 L Jute, 10!gc.; Hemp Ball, Tinantanes Calin. aaseunee 8 1“@ ‘10% 
18 BC, 17c.; 18 C, 15c. Russian Hemp Hay | Alum, American ground ° 2 @G@ % 
’ Alum, American lump 1*%@ 2 
Rope, 9c. Anti-Chlorine ; 8 @ 8% 

3 . : Bi-Chromate Potash, American 104%@ 

COAL.—Proper restriction of the output | Reaching Powders : 1.67!2@ 1.70 

: : = : . i, | Blackley Blue 2.00 @ 3.00 
during this month and the next will be in Caustic Soda, 70 ® cent. (for 60 ® cent.), 8.00 @ 305 
order, so that there may be activity during | Clay, English, ® ton 14.00 @18.00 

7 7 , Clay, American, ® ton -18.00 @14.00 
the last six months of the year. It will be | Copperas, ® Ib %@ 1 
quite in line with the natural order of things | Extract Loxwood 5@6% 


a 


a 


A | at a 





ee aie 


amido. 


a en 





414 







Lime, Rockland, ® bbl 9% @ 1.00 
Prussian Blue. ® Ib ” @ 60 
Prussiate Potash, American, yellow a 18 
Prussiate Potash, red 51 i 52 
Rosin, common strained, ® bbl 

Rosin, E @ 1.45 
Rosin, F 1.30 

Rosin, G m 1.55 
Rosin, extra pale a 

Sal Soda, English, ® |b 1.07% 1.10 
Soda Ash, 48 ® cent. caustic @ i.™) 
Soda Ash, 48 ® cent. carbonated 1.57! 
Soluble Blue 5 @ 65 
Sugar Lead, white 12%@ 13 
Sugar Lead, brown TY@ 8% 
Sulphuric Acid, 66 1a 1h 
Terra Alba, ® ton 15.00 @w.00 
Ultramarine, ® |b 12%@ 16 
Venetian Red, ® Ib 1% 1% 
Vitriol, Blue 5a 5 
Vellow Ochre L@ 2 





Wants ond For Sale, 


Twenty-five cents per line of eight words each 
insertion. No charge less than one dollar. 
\ ’TANTED~— POSITION AS MACHINE TENDER 
or engineer ; references given if required. 
Address Lock Box 672, 
Holyoke. Mass. 


\ TANTED—POSITION AS SUPERINTEN- 
dent by a man now running four machine mill 
on book and news. Address A. A . care Paper 


Trade Journal. 


W ANTED—TO EMPLOY A_ FIRST-CLASS 
salesman, to travel in the East and West ; one 
who has sold book and news paper to the jobbing 
and large publishing trade. 
Address, with references, (., care Paper Trade 
Journal. 


\ JANTED SITUATION AS A MACHINE 

tender ; accustomed to ranning on book, news 
and manilla. Address A. A., care Paper Trade 
Journal. 


\ 7ANTED—A FIRST-CLASS MACHINE TEN- 

der on Fourdrinier; news, good stock, good 
orders; steady work and good wages to the right 
man; married man preferred. Address M. M., care 
Paper Trade Journal. 


Wt ONE SET GUN METAL FOUR- 

drinier press rolls, 62 inch face, 14 or 16 inches 
diameter ; one stack of supercalenders, nine rolls, 
30 or 82 inch face. Address B. B., care Journal. 


V ANTED—A FIRST-CLASS ENGINEER TO 

run a paper engine in a print and manilla 
mill; must know something about coloring ; perma- 
nent situation and good wages. Address P. O. Box 
1307, Montreal, P. Q. 


ANTED—SITUATION AS BOOKKEEPER 
or secretary, traveling salesman or superin- 
tendent of paper mill; fifteen years’ experience and 
best of reference. Address 
JAS. F. NIXON, Richmond, Ind. 


ey ae 


A MACHINE FOR CUTTING AND REELING 

















off coil papers for telegraphic and other purposes, of 
any desired width. Address offers to 


C. MILCHSACK & CO., 
Bergisch-Gladbach, Germany. 


yee SALE—FIVE SECOND-HAND JORDAN 
engines, warranted as good as new; these 
Jordans have been taken from mills and replaced by 
those of our own manufacture ; price very low ; also, 
one five plate Gould screen. second hand ; price also 
low. KMERSON MFG. (CO., Lawrence, Mass. 
OR SALE—THKEE (3) SECOND-HAND BEAT- 
ing and washing engines, 250 and 600 pounds 
capacity ; price low. Inquire of EMERSUN MFG. 
CO., Lawrence, Mass. 
APER MILL WANTED— FIVE TO TEN 


thousand acres of straw as a bonus for a first- 
class paper mill. Address MANUFACTURERS’ 
AID ASSOCIATION, Carrollton, Mo, 


WANTED. 


Two first-class cylinder machine tenders on heavy 
manilla papers; mill well situated in good locality ; 
steady employment and good pay to right men ; 
in answering state where last employed and the 
quality of the paper you have been running. 


Address MAFIA, 
Care Paper Trade Journal. 








WANTED. 

Straw board and wood pulp lined board 
machine tenders who are in need of posi- 
tions to write to us. 

AMERICAN STRAW BOARD CO., 

J. C. Morgan, Asst. Gen. Mgr., 
Anderson, Ind. 


FOR SALE. 


Leather Board Mill, capacity about one ton per 
day ; located at Ashland, N. H., on the Concord and 
Montreal Railroad; 125 miles from Boston, Mass., 
on the famous Squam River. 

Particulars furnished on application. 

Address FRANCIS M. HUGHES, 

Ashland, N. H. 


SPECIAL BARGAINS. 


One No. 4 Morris machine, works centrifugal 
pump ; one No. 10 Boggs & Clarke centrifugal pam ; 
one No. 3 Knowles steam pump; one No. 4 Blake 
steam pump; one No. 2 Karl steam pump; one No. 
1 steam pump; one No. 3 Woodward steam 
pamp; one No. 6 Woodward steam pump; one No. 
7 Valley Machine Co.'s steam pump; one 6x4x«6 
inch Worthington duplex steam pomp. 

D. B. CRUICKSHANK, 
243 Dyer Street, Providence, RK. I. 








« 





Potter Building, 38 Park Row, New Yor. 
T= undersigned (formerly Howson & Sons) con- 


tinue the practice of the Law of Patents, 
Trade Marks and Copyrights before the Courts, 
as well as the Soliciting of Patents before the Patent 
Office. In addition to their offices in Philadel pnia 
(established 1853) and Washington, Oy ore offices, 
as above, in New York, in charge of Mr HUBERT 
HOWSON, a resident partner. 
HOWSON and HOWSON, 


Counsellors-at-Law & Solicitors of Patents. 





12 per cent. Net, Free of Taxes. 


Three $50,000 National Banks organized by us in 
North Texas towns net 12 to 20 per cent. yearly, free 
of taxes. Rate higher, security better than in big 
city banks; local business men interested; many 
Eastern stockholders. Another now organizing will 
do as well; stock par. Maps, circulars and news- 
papers free. Address CITY NATIONAL BANK, 
Wichita Falls, Texas. ; 

PROPOSALS FOR BLANK POSTAL NOTES 

AND MONEY ORDER DRAFTS. 





Post Orrick DEPARTMENT, 
Wasuineton, D. C., April 15, 1891. 

SEALED PROPOSALS will be received at this 
Department until 12 o'clock M., on Thursday the 
2ist day of May, 1891, for furnishing all the * Blank 
Postal Notes,” and “ Money Order Drafts,’’ which 
the Department may order during a period of four 
years commencing on the 15th day of August, 1891. 

The Chief of the Bureau of Engraving and Printing 
of the Treasury Department is required by the pro- 
visions of the second section of the act of March 3, 
1883, to submit estimates for this work in competition 
with bidders therefor. : ie s 

Blank forms of bids, with full specifications, a 
sample Postal Note, and a sample Money Order Draft, 
will be furnished upon applicetion to the Superin- 
tendent of the Money Order System, Post Office 
Department, Washington, D. C. 
any bid or estimate is reserved. $ 
8. A. WHITFIELD. 
Acting Postmaster General. 


he right to reject 


rim ’ 
4 
4 


FOR SALE. 


One Fourdrinier 
complete ; 


paper machine, 68 inches wide 
copper couch rolls, 15 inches diameter; 
keted press rolls, 5 inches diameter; seven 
iameter;: stack of three sand rolls, 
stack of seven chilled rolls, re- 
ne polley cutter, Manning winder; 
unning on No. I manillas For further 
particulars write to 
PIONEER PAPER MFG. CO.,, 

Athens, Ga 


brass jac 
i inches 
lian 














volving re ‘ 





can be seen 


FOR SALE. 


A new, five ton per day capacity, print paper mill, 


| located upon four of the principal lines of railway 


| running west from Chicago. Low freights, cheap 








fuel, good market. Abundance of pure water sup- 
plied by flowing artesian well on the premises. 
Particulars furnished on application. Address 


G. O. WILLIAMS, Rockford, 1). 


NEW BARGAINS. 


One 80 in. Fourdrinier machine, including Gould 
screen wire, 80 x 42 ft., first and second presses, rolls 
15 in. diameter, gun metal, new housings, felt 
stretcher; eight iron dryers, eleven chilled calender 
rolls, almost new, with Smith calender feed winder 
and cone cutter. 

One 84 in. double cylinder machine, including 
screen, two molds, 30 « 86 in., no vat; first and second 


presses, iron rolls, felt stretcher, four iron and two | 


copper dryers, 28 in. diameter, frames, gears, driving 
train, revolving reel and new Dilts cone pulley 
cutter, 

One 66 in, three cylinder machine, screen and vat, 
five dryers, 28 « 62 in., five calender dryers, 14 « 62 in., 
upright stack of three reels and cutter. 

One 4 in, cylinder machine, 30 in. dryers. 

Two Stout, Mills & Temple 3 pocket hydraulic 
grinders, first-class condition. 

One 822 ft. and one 722 ft. rotary bleaches, 
9-16 in, shell, spur gear, good as new. 

Lot of beating engines, from 500 to 2,000 pounds 
capacity, with wood or iron tubs. 

Water wheels, all sizes, best make. 

Two Appleton pulp grinders, good condition. 

Rotary bleaches and steam boilers. 

Send for catalogue and prices. 

Several first-class complete plants for book, ma- 
nilla or straw. 


FEF. H. DAVIS & CO., 
EXCHANGE BUILDING, 
53 State Street, BOSTON. 


PLEASE CUT THIS OUT. 


All steel fly bars must go! Laid fiy bars and bed 
plates made with natural gas are much better and 
practically as cheap as all steel. Our Paper Trim- 
ming, Stop Cutter and Rag Knives guaranteed supe- 
rior in make and temper to all others by 

ANDERSON KNIFE AND BAR WORKS, 

Anderson, Ind. 


Write for special information. 


GODDARD MACHINE Co., 


General and Paper Mill Machinery, Holyoke, Mass., 
Agents for New England. , 








FOR SALE. 


Two sets press rolls, 12 « 62 inches ; one stack 7 roll 
chilled calenders, 62 inches; three 12«f2inch press 
rolls ; one 7 roll stack, 72 inch hard iron ; one 42 inch 
Hercules water wheel ; one 56 inch Leffel; two 4 
inch Hammond cutters ; one 6 « 20 feet rotary bleach ; 
one Holyoke Machine Co.'s web supercalender, nine 
rolls ; 36 inch face: one Heald & Sisco pump, No. 10; 
one automatic knife grinder; two niels stock 
cutters. JOHN 8. SPENCER, 

Housatonic, Mass. 


FOR SALE. 
ONE ROTARY BOILER. 


20 feet long, 6 feet diameter centre, 5 feet ends 
% inch thick, two manholes; in good condition. 


Six dryers, 2860 inches; eight dryers, 3676 
inches. Address 


THE BLACK & CLAWSON CO., 
Hamilton, Ohio. 


FOR SALE. 


A Fourdrinier Paper Machine. 








Wire 76 inches wide, 32 feet 6inches long; 14 inch 
brass press rolls; one extra brass press roll; brass 
suction boxes, nearly new ; brass staff pump; Jolly 
Brothers’ screen ; eleven 28 inch dryers, 

The machine was made by Rice, Barton & Fales, 
and is in first-class condition, 

Only offered for sale to make room fora larger one. 

Can be seen every day until July 1 running on 
fine writing papers. Write for prica &c. 

CHAPIN & GOULD, 
Springfield, Mass. 


PAPER MILL FOR SALE. 


The Paper Mill in Bridgewater, Mass., 
owned by the late Lyman HouuinGsworts ; 
mill in good running order, steam and water 
power; capacity, 4,000 lbs. rope manilla in 
twenty-four hours; also saw mill and grist 
mill, both in running order. Terms easy. 
For particulars address 


M. H. CORNELL, 
Bridgewater, Mass. 





BLANK 


paorais FOR THE BLANKS 
ER FOR 


BOOKS, AND PRINTED MA 


THE TRANSACTION OF MONEY ORDER 


BUSINESS. = 
Post Orrice DEPARTMENT, 
Wasutvoton, D. C., April 15, 1891. 
SEALED PROPOSALS will be received at this 


Department until Wednesday, the 27th day of May, | 


1891, at 12 o'clock M., for furnishing in such quanti- 
ties, and at such times, and from time to time, as they 
may be ordered, all the blanks, blank books anc 
srinted matter to be supplied to postmasters by the 

‘ostmaster General, or used in his department for 
the transaction of the money order business, during 
a period of four years commencing on the 3d day of 
September, 1891. 

he Publie Printer is required by the provisions 
of the second section of the act of March 3, 1883, to 
submit estimates for this work in competition with 
bidders therefor. 

Blank forms of bids, with samples of printed 
blanks, sample leaves of certain of the bound 
blanks and blank books, and fall specifications, will 
be furnished upon application to the Superintendent 
of the Money Order System, Post Office Department, 
Washington, D.C. 

The Postmaster General reserves the right to reject 
any and all bids, to waive technical defects, and to 
accept any part or parts of any bid and to reject the 


remainder. 
8. A. WHITFIELD, 
Acting Postmaster General. 


PAPER 


TRADE JOURNAL. 


Tie BLACK & CLAWSON CO.. 


MANUFACTURERS OF 


Paper Mill Machinery, 


FOURDRINIER, HARPER IMPROVED FOURDRINIER 
AND CYLINDER MACHINERY. 


The best location in the U, S. for. 
a Paper and Pulp Mill, 


Kanawha City, 


W. VIRGINIA 


Black spruce, poplar, hemlock, wood 
fibre of all kinds, oil, straw, rags and 
other paper materials ; coal at 25 cents 
to 70 cents per ton; natural gas, soda 
ash and abundance of pure, clear water ; 
splendid shipping facilities by railroads 
and water to all the markets ; no other 
place can present so many advantages. 

Free sites and liberal inducements. 


Write for prospectus and particulars. 


ADDRESS 
B. D. AVIS, General Manager, 
Charleston, W. Va. 





Jordan Engines. Jordan Engines Refilled. 


Screens, Calenders, Rag Cutters, Cylinder Molds, Deckel Straps, Paper Cut. 
ters, Screen Plates, Dandy Rolls, Stuff Box Trucks, 
Iron and Brass Castings. 


LIBERTY PRESS, 


Half medium, in first-class condition, for sale at a 


sacrifice. Address 


DAVIS, 


Ottice Paper Trade Journal. 


REVOLVING REELS AND STACK REELS. 


For particulars address 


THE BLACK & CLAWSON CoO. 
HAMILTON, OHIO. 


MAURICE O°MEARA, 


448 Peart Street, 


Established 1°65. NEW YORK. 





PAPER OF ALL KINDS. 


HANOVER CORDACE Co., 


LIMITED, 
-HANOVER, YORK CO., PA., ————— 
MANUFACTURERS OF 


SOFT FINISH SISAL TWINE, 


For the Paper Trade, a Specialty. Will Not Stretch. 


MAKERS OF MANILLA AND SISAL ROPE. 
WRITE FOR SAMPLES AND PRICES. 


TAYLOR, STILES & CO., 
Riegelsville, Warren Co., N. J. 


MANUFACTURERS OF 


PACKER AND DEALER 
GRADES OF 


| PAPER STOCK. 


Samples of all grades of Paper desired 
with bottom cash prices. 


IN ALL 


Am prepared to receive paper on 
consignment. 


NEW MACHINERY 


FOR SALE VERY LOW. 


* 
| One 8 ft. by 22 ft. Rotary Boiler for paper Giant Pa er Stock Gutters Fou r 
mill. 5 Sizes, 


One 25 horse power Plain Piston Valve 


ALSO, 








Engine. 9 
One 20 horse power Plain Slide Valve es m rove An le ep ates 
Engine. 8 
One 8 horse power Plain Slide Valve En- 


gine. Roll Bars, Bed Plates, Rag Cutter Knives, Chipper Knives, Barker Knives, 


One 90 horse power High Speed Auto- Paper Stop Cutter and Trimming Knives. 
| matic Engine. 


Also other machinery and large lot of 
tools and supplies sold at bargain prices 
before removal, May 1, 1891. Address 


| COOKE & CO., 
| 163 & 165 Washington St., New York. 


In writing mention this paper * 
FOR SALE. 


Two 76 in. Hammond Cutters. 


| All in good order and ready to run. 





DON’T GUESS AT IMPORTANT MATTERS: 


Is indispensable in obtaining a uniform speed of machinery. 

It is used everywhere that a uniform motion is essential or desirable, 
and is one of the most profitable little devices ever put in a mill, Aside 
from its great convenience it will pay for itself in thirty days in dollars and 
cents. Dhal, 12 inches diameter. A glance at the dial from any part of the 
mill tells the exact speed. Weight, 16 pounds, 

Sent to any responsible party on thirty days’ trial. 


N. P. BOWSHER, Sole Manufacturer, South Bend, Ind, 














WILL. MUNDS, "tis, CHEMICAL PULP. 


Sulphite Cellulose Expert. 
15 Facrorres REPRESENTED. 


SULPHITE, SULPHATE and SODA PULPS, | 


BLEACHED and UNBLEACHED, supplied | Clean, strong and good colors, in Un- 
in all qualities. | bleached and Bleached. 


SPECIALTY: | We make Pulp to suit Paper for which it 


The STRONGEST FIBRED Qualities ‘* required. 


(Mitscherlich Process). Samples and prices furnished. 
STRAW PULP-—First-Class Bleached. — - 
=r New Works pa nae el have already W M. A NGU S & Cc oO a 
MONTREAL, CANADA. 


Plans and Estimates Furnished. 


MANUFACTURERS TO 


Sand 0s Samples of their Stock 


OF PAPER ON HAND, 


| WITH BOTTOM TEN DAY CASH PRI: '* 
We buy large lots and sell all grades of 


Paper, Rags and Paper Stoc.. 


ALBION PAPER CO., Holyoke, Mass. 
FOR SALE. 


A 84 inch Harper Fourdrinier part, which was new 
| three months ago and is in first-class condition ; it 
is to be sold and replaced by a four cylinder part. 








A FIRST-CLASS ARTICLE. 


A set of eleven (11) 
with frames, Xe. 


3672 dryers, complete 


Three stacks of chilled iron calender rolls, 70 inch 
face. 


One six-armed revolving reel. 


All of the above are in good condition; will be 
| disposed of at very reasonable prices and can be seen 
in operation by applying. 


| THE PUSEY & JONES COMPANY, 
Wilmington, Del. 


PAPER MILLS AND PULP MILL METAL 
| FOR SALE. 


This property, located on about 350 s 
Ky T° 
LIGH 


|}acres of land, situated near Manchester, 

| Tennessee ; with Print and Book Mill, 
Wrapping Mill, Wood Pulp Mill; all in 

Absolutely no leakage from any source; no drip 

ping Or sweating; fire-proof; ventilating. 

THE CLOVER LEAF 


| good repair, running daily — steam and 
VENTILATO 


| water power—will be sold at public sale 
MILLS, FACTORIES 


| on easy terms on 
NY \ sa OVE HOUSES. 
y 











lr 






TUESDAY, JUNE 2, 1891, 
We trade Stock or Cash for Pape) 
Made of galvanized iron or copper, 


unless sooner sold at private sale. This is 
the property of the STONE FORT PAPER 
CO., the only paper mill property in Ten- 

nessee. Is sold to wind up a partnership Strong upward draft; exhausts 
foul air, odors, gases. steam, 
etc. Perfectly storm-proof. 
Send for illustrated circular. 


| business of long standing and can be seen 
| in operation any day. For further particu- 
E. VAN NOORDEN & CO., 
$83 Harrison Ave. BOSTON, Mass. 





‘BULKLEY, WARD & CJ. 
14 and 16 So. 7th Street, 
PHILADELPHIA, | A. 


| lars address the General Manager, 
W. P. MICKERSON, | 


Manchester, Teun. 
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JODSON & WILLIAMS, 


HOLYOKE, MASS., 


MANUFACTURERS OF 


SCREEN | 
PLATES | 


—OF | 


BRASS 


OR 


CAST METAL. 





i> 


REPAIRING Ts above engraving represents a pair of 12 inch VICTOR TURBINES arranged on a horizontal 


NATHAN BARNERT. 


ANNANDALE 


ee Se Rag Screen Plate Co., 
Cn arn's PATERSON, N. J. 


Licut RUNNING 


Y EXHAUST FANS, 


Adjustable Blades, 


Self Oiling Bearings, with 
or without Steam En- 
gine attached. 

30 days trial. Fan Catalogue free 


GEO. P. CLARK, 


Box R, Windsor Locks, Conn. 








A SPECIALTY. ROBERT A, HALEY, 









icin 
‘MOO 


Manufacturers and Repairers of 


SCREEN PLATES. 


Our new Plates are made of the 
VERY BEST METAL, 


and for price and cue cannot be 
surp 








’—m,,. SCREEN 
‘PLATES, 


New and Repaired. 
Closed and Resawed. 
Western Screen Plate Works, 
Appleton, Wis. 





OLD PLATES RE-CLOSED 


A. A. TRAIN, 


21 Main St., FITCHBURG, MASS,, 


MANUFACTURER OF 


Screen Plates 


OF BRASS OR CAST METAL 


AT PRICES 
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TREVOR MANUFACTURING CO, 12" 


Improved Wet Machines, 











THE MORRISON & HERRON 
TESTING SYSTEM. 


THE MORRISON & HERRON 


IMPROVED 


APER TESTINC 
MACHINES. 









THAT CANNOT BE SURPASSED. 
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Improved Barkers of twe 
LENG 11ND) ‘Ol ° 

designs, 

Three Different Machines — 

— FOR— 


Strength, Thickness and Weight. 


A NEW PRINCIPLE APPLIED IN 
TESTING PAPER. 
Thickness shown to the sixteen-thousandth part 
of an inch. 
Used in the GOVERNMENT PRINTING OFFICE 
and the DEPARTMENTS at Washington, 


Improved Splitters, 


Improved Cross 
Machinery, 


Sawing 


Improved Grinders, Knot Berers 
Screens, &c. 


Price, complete, $150.00 
ee 
Paper Sealey) ) ]  ; | a0l00 IMPROVED DOUBLE PUMPS 


anals ALL ORDERS TO 


HH. MOoOoRRISOon, 
805 D Street, Washington, D.C. 
CAUTION. 

All persons are liable to prosecution who make, buy 


or use Paper that confine and break paper 
within its edges, as my Patents cover that method, 


TT rrr es | Woop Barkinc Macuine.—*TueE 1890 


for feeding Boilers, Grinders or any other use a 
pump is used for around Pulp or Paper Mills. 


Write for Prices, &c. Address 


Trevor Manufacturing Co., 
LOCKPORT. X N. . ¥. 


—TPHE ,AWRENCE MACHINE ('0.. 


LAWRENCE, MASS., 
MANUFACTURERS OF 
Centrifugal Pumps, 


STEAM ENGINES, 
GENERAL MACHINERY, 








Banuss.” 








Phosphor Bronze and 








Composition 


PUMPS and VALVES 


For Pulp and Paper Mills. 


AUGUSTINE SMITH & C0. 
PAPER WAREHOUSE, 


os 110&112 NASSAU 8T., NEW YORK. 
- AGENTS FOR— 


The Chelsea Paper Mig, Co, 
‘aston & Holingswurh au 
J&R. Kingsland. 


¢2 Send for Catalogue D and Discounts, 








IS THE MOST DURABLE WOOD FOR 


Cv PRHss*™* TANKS, VATS, &e. 


We have all thicknesses in stock, and shall be pleased to answer inquiries in regard to the same 
from PAPER MANUFACTURERS and others. 


THE A. T. STEARNS LUMBER COC.. 


13 Federal Street, NEPONSET, and 470 Albany Street, BOSTON. 





WM. C. MARTIN. | 


OURNAL 15 _ 


THE VICTOR TURBINE. 


UPRIGHT or HORIZONTAL. 


In use in a large number of best Paper and Pulp Mills in this and other Countries. 


Possesses more than Double the Capacity of ordi- SIZE HEADIN HORSE PER CENT. OF 
; ‘ WHEEL, FEET. POWER. USEFUL EFFECT 
nary Water Wheels of same Diameter, and has 15 inch. 1.06) 30.17 8Y32 
produced the Best Results on Record, yi e- aca 49.00 mo 
as shown in the following tests 2 inch. 17.00 68.62 SONS 
30 inch. 11.45 52.04 SO76 
at Holyoke Testing Flume: 35) = inch. 17.29 133.19 497 
3.40 8.93 5 
WITH PROPORTIONATELY HIGH EFFICIENCY AT PART GATE. . ~ > 5.51 i a 
Such results, together with its nicely we rking gate and simple, strong and durable construction, should 


favorably commend it to the attention of wll discriminating purchasers 


THESE WHEELS ARE OF VERY SUPERIOR WORKMANSHIP AND FINISH. 


\pperientanty stoped ating” OREO CAL SLANT, wisn saa 


OLD shaft, with Cast Iron Flume, Draft Tubes, End Bearings for Shaft, and Driving Pulleys complete, all STATE YOUR REQUIREMENTS AND SEND FOR CATALOGUE TO THE 
mounted upon a substantial cast iron bed plate. The entire arrangement is very complete and strictly 
SCREEN first class in every particular. We are now prepared to furnish Victor Turbines either single or in pairs STIL W ELL & BIERCE MFG CO DAYTON, OHIO 
on horizontal shafts and where the situation admits of their use we recommend them. s *9 UD. SS. A. . 
PLATES 





THOMPSON & CAMPBELL 


(Successors to KRErDER, CAMPBELL & Co.), 
1030 Germantown Avenue, Philadelphia, Pa, 


W. H. RUSSELL’S SAND WASHER, 
An improvement in Washing Engines. 
MACHINISTS AND MILLWRIGHTS, 


Manufacturers of Beating and Washing En- 
gines, —— Rag Dusters, and Paper 
a Worl in General. 
MILLWRIGHT WCRE A SPECIALTY, 
ALSO, MAKERS OF 


Suneoved Cylinder ent Fourdrinier Machines. 




















GEO. 8. BARTON, Treas. CHAS. 8. BARTON, Pres. LEWIS C. STONE, Manager, 


Rick, BARTON & FALES MACHINE AND Iron Go. 


(At Old Stand of Rice, Barton & Co.,) 


WORCESTER, MASSB., 


—MANUFACTURER OF— 


PAPER MACHINERY, 


HILL’S PATENT SQUARE AND DIAGONAL CUTTERS, 

Iron and Brass Castings, Chilled Iron and Paper Calender Rolls, Rag Engines, 
Rag Cutters, Steam Pressure Regulators, &c. 
HYDRAULIC PRESSES, FROM 5 TO 14 INCH PISTON. 
eennnnnnneeeeeeee erence reece receeeeeeeeeeeeeeeeeeeeeeeeeceeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeceeree eer 


SAMUEL SNELL, 


ExXolyoke, Mass., 
MANUFACTURER OF 


FILTERING STONES, 


Under the Kuany and SNELL Patents. 


— 
Fs Wl 


(Size Ne. 1.) 





HOLYOKE PAPER CO, . Holyoke, Mass. 
PARSONS PAPER CO., . . Holyoke, Mass. 
BYRON WESTON, . + + Dalton, Mass 
REFER ) BREMAKER & MOOR Louisville, K 
TO KIMBERLY & CLARK CO Appleton, W 
LEX. BU 0 ontreal, Can. 


9 . L a 
PATTEN PAPER C . Appleton, Wis. 
MORRISON, BARE 2 ‘CABS., . Tyrone, Pa. 
And mauy others 


(Size Ne. 2.) SEND FOR CIRCULAR. 





THE “UNDERCUT” 
\ Paper Cutting Machine. 


Specially Adapted to Paper Mill Work. 
IN USE IN THE LARGEST AND BEST MILLS IN THE COUNTRY. 
SEND FOR CIRCULAR. 


CRANSTON & CO., 57,59, 61 Park St.. New York. 







RUBBER APRONS ro Foueot" aac 

BELTING. BSE. PACKING. si. 
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AIKRON-RUBBER-‘WORKS 
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Manufacturing News. 


The \ nill at G et N. H 
will, it is reported, include two brick build 
ings, each 200 feet long 

A pulp mi will, it is sal be lilt at 
Franklin Falls, N. H. 

The J. H. Horne & Sons Company, Law 
rence, Mass eports sales last week as fol 
lows: Glens Falls Paper Mill Company 
(second order), eight 1,000 pound Horne en- 
gines, with cast iron tubs, and one 1,000 
pound Horne engine, with wooden tub; 
New York and Pennsylvania Company (se« 
ond order), six 1,000 pound Horne engines, 
with cast iron tubs, and four 1,000 pound 
Horne engines, with wooden tubs; Frank 
Gilbert, Waterford, N. Y., one 1,000 pound 


and one 800 pound Horne engines and one 


600 pound Holland engine ; P. H. Glatfelter, 


Spring Grove, Pa. (second order), one 1,000 
pound Horne engine, with cast iron tub, to 
be used for bleaching soda pulp; Winni 
piseogee Paper Company, Franklin, N. I., 
four 800 pound washing engines This 
company also sold Jordan engines to the 
Glens Falls Paper Mill Company, five; 
New York and Pennsylvania Company 
five ; Winnipiseogee Paper Company, two ; 


Kilmer, one ; Frank Gilbert, one ; 
Ticonderoga Pulpand Pay 
Adams & Bishop, one. It 
books for forty-two engines 
The 


of twenty-two 


Chauncy 


er Company, one ; 


has orders on its 


and twenty-two 


sales for a single 


Jordan engines. 


Horne engines and 


week 
claimed 


patent 


sixteen Jordan engines has, it is 


never been equaled in the line of 
The company shipped 


cylinder to the 
Fulton, N. Y. 


engines or refiners. 


this week a two machine 


Eureka Paper Company, 


MIDDLE STATES. 
A paper mill to be located at Au Sable 
Forks, N. Y., is reported to be projected 
The machinery of the mill at Pulaski, 
N. Y., belonging to Susannah M. Ingersoll, 
has been sold to Jones & Calvin, Oswego, 
N. Y. The same parties are said to have 


secured a refusal of the mill itself ; if they 
conclude a purchase they will probably run 
on straw wrapping. The mill has been idle 


for some time. 
Richard Carter is building and 
at Carterville, 


a pulp mill « 
a paper N. ¥. He 
probably be ready to start up in the early 
fall. 

A leather board mill is to be builtat Mara- 


mill will 


thon, N. Y. 

It is reported that another paper mill is 
to be built at Palmer’s Falls, N. Y. 

The new pulp mill at Sandy Hill, N. Y., 
has been started up. 

A syndicate with large capital has 


purchased the Ivanhoe Paper Mill at Pater- 
son, N. J., and the Silver Spring Mill at 
Bloomfield, N. 


for some 


J., both of which have been 


shut down time, and as soon as 


some repairs and alterations are made and 
added will start them 
The 


twelve 


some new machinery 
up on copying and othertissue papers. 
about 
Col. G W. 
Mills 


general manag 


combined product will be 
reams 
Thompson, of the 


is to be the 


hundred per day. 


Diamond Paper 
Company, ger of 
the mills. 

Baer has purchased Independence 


the Schuylkill 


Geo. F. 


Island, in River, opposite 


It contains 5 acres of land 
These 
Packerack Paper 


he 


Reading, Pa. 
with 
utilized for the 
the Schuylkill 


and abounds springs. springs 
will be 
Mills, 


island, and large 


on across from t 


water works will be es- 
tablished. 

A big log drive is being operated by W. 
of West Carthage, N. Y. The logs 
distributed among the Taggart 


S. Smith, 
are to be 
Brothers mills. This drive is said to be the 
largest ever undertaken in the State of New 


York. It 


County, 


started on Otter Creek, in Lewis 


and comprised something over 


5,000 cords of pulp timber. There are over 
and the 
Black 


arthage, 


eighty men engaged on the drive, 
stuff is to go from Otter Creek to the 
River 
a as 


and is expected to reach ¢ 


about May 16 


The Frontenac Paper Company, Dexter, 
N. Y., is building quite an addition to its 
mill. It is expected that it will be com- 


pleted this month. 
The 


Black 


Jefferson Paper Company’s mill at 
Ms. Wie 
its output. It 
but 


River, has been gradually in- 
has been 
the 


it up to 10 tons. 


creasing turning 


out 8 tons a day, now superintend- 


ent is pushing 


The Moose River Pulp and Paper Mills 
mill at Lyons Falls, N. Y., which was com. 
pelled to shut down soon after it started, 


y of a large stone, is 
rhe 
principal damage was to the pulp grinders. 


No one, 


owing to the persisten 


about ready to resume operations. 


fortunately, was injured. 





VESTERN STATES. 
rhe citizens of Mineral Point, Wis., have 
voted $10,000 to subsidize a pulp mill to be 
built in that city. 


The mill of the Rock Falls Paper Com. 


| ing life 


THE PA 


any, Rock Falls, Ill., destroyed by an ex- 


January 20, will rebuilt this 


plosion on 


season. 


A chemical fibre mill is under discussion 
at Kokomo, Ind 
he paper mill to be built at Salina, Kan., 
will, it 1s sai 1, cost $100,000 
Whiting Brothers intend to begin work 
ipon their paper and pulp mill at Stevens 
Point, Wis., as soon as the water is low 
enough, which will be in a few weeks. It 


will be one of the largest in the State. 


IUTHERN STATES 


Arrangements to build a large paper mill 


at Houston, Tex., have been about com- 
pleted. rhe site has been located and the 
details will be closed up in a short time. 
+ = 
Obituary. 
Wittiam C. MARTIN, 

William Cook Martin, president of the 
Typothetae of New York and an employing 
printer and stationer for more than fifty 
years, died at his residence, No. 155 West 
Twenty-first street, New York, on Monday, 


May 4, of pneumonia. 

Mr. Martin at the time of his death was the 
oldest employing 
was born on January 12, 1811, in New Jersey, 
The 
New 


learning 


printer in New York. He 


family 
York, 
the 


with 


his father being a physician. 


shortly afterward removed to 
and in the year 1822 he began 


l at No. 9 


Bowery 
Methodist 
work for 
Methodist 
Mr. 


but 


printing 
John C. Totten, 


connection, and did 


usiness 
who had a large 
of the 
the 
for itself. 


most 
that denomination before 
Book C 
Totten 


his apprentice 


oncern began printing 


hon and exacting master, 


was a ~ 


acquire d an excellent knowl 


edge of the art under him, and became an 


g 
expert both at case and press. 


after sought employment in 


I le soon S 


Philadelphia, 


and he 


but it was unremunerative, 
offer of a partnership 


New York by a 


This experiment, made in 


accepted an 
which was made to him in 
fellow workman. 
proved unsuccessful. He 


fall of 


the cholera year, 


returned to work, but in the 


journey 





WILLIAM CooK MARTIN. 
1835 again began as a master printer. His 
partner, a stationer, was to supply the 
funds. Mr. Martin’s surprise was great 


when two years later he found that the firm 
had failed. The 


been moderately profitable, but the station 


printing department had 


ery department had sustained large losses. 
He did but 
assignees and proposed that if they would 
all of 
and he 
struggled with his load of debt for years, 
Since that 
without 


not lose courage, 
let him have the place he would pay 
the indebtedness. They consented, 
until it was entirely cleared up. 
time no year was passed by 
accumulation of capital. 

His first place of business was in Little 


Green street, now Liberty place. After- 
ward he was located at what is now No. 121 
Fulton street, on the site at present oc- 
cupied by Wynkoop, Hallenbeck & Co. 
Nearly forty-five years ago he removed to 
111 John street, where he remained. He 


PER TR 


| the 


ADE 


very nearly to one third of the time since 
the introduction of printing here by Brad- 
ford, on April 10, 1693, and at his death 


much exceeded this proportion. 


In 1887, when it was proposed to put the 


nine hour regulation into force and 


Western printers called a convention of the | 


trade, he was sent by the New York Ty- 
potheta 
representatives being Howard 
Smith, to 
which was held at Chicago. 

blage, the formation of 
United Typothetz, Mr. 
leading part, and he has been a delegate to 
all of the Each year the 


annual dinners of the local society made a 


and R. Harmer the meeting, 


In this assem- 


which resulted in 


meetings since. 


new draft upon his resources as a speaker | 


and presiding officer, but to this he was 


always equal. 
active member of the Presby- 
attending the Madison Square 


He was an 
terian body, 
Church. a delegate to 
the 


of his death one of the committee appointed 


He was repeatedly 


General Assembly, and was at the time 


to investigate the methods of publication 
of the church. Of late 
very short hours in his business, 


years he had made 
reaching 


his office late and going away early. He 
spent his summers at the mountains. He 


leaves a daughter, his wife dying two years 
ago. 


His 


HAMILTON FELTS 


are used by many of the largest Paper 
and Pulp Mills in the country. 


loss will be deeply deplored by the 





If you are a consumer of Felts it 
will be to your interest to try them. 


Satisfaction Always Guaranteed. 


'S" In ordering, mention kind of 
stock used, quality of paper made and 
speed of machine. 


SHULER & BENNINGHOFEN 


HAMILTON, OHIO. 


JOURN 


the | 


as one of its delegates, the other | 
Lockwood | 


Martin took a | 


ee Eh 





He was born in Cambridge, Mass., in 182 
In 1847 he 
business in Boston, and in September, 18> 


Typethets, the printing and stationery 


trades and his friends. He was a resolute entered the paint and varnj 


| and determined man, loving justice for its 
and always ready to perform acts 
With the 


that of the reigns from Anne to 


own sake, he became a member of the firm of Wa, 
worth, Nye & Co., 


varnishes, &c. 


of kindness. older literature of dealers in paints, o 


England, In 1852 he formed a copa 
the last George, few were more acquainted. 


He 


nership with Augustin G. Stimson and ( 


In personal appearance he was striking. W. Merriam, and carried on business un: 


stood, even in his old age, much beyond 6 | the firm name of Stimson, Valentine & « 


feet, and his intelligent and strongly marked | The firm, although dealing extensively 


countenance attracted immediate attention. | oils, paints, &c., paid particular attention 
About fifte 


| 

| 

| 

} 

the manufacture of varnish. 
s years after the firm’s formation Mr. Merri 
LAWSON VALENTINE. 


withdrew, and in 1867, Mr. Stimson havi 


Lawson Valentine, president of the Law- | retired, the firm name was changed to V 


entine & Co. In 1882 the concern was 
Orange County, | corporated, Mr. Valentine being made pr: 
Tuesday night. ‘ dent. 


The W. S. Tyler Wire Works Co. 


CLEVELAND, OHIO, 


MANUFACTURERS OF 


POURDRINIER WIRES, 


Cylinder Faces and Washer Wires. 


AN EVEN STEAM PRESSURE 


To maintair 


| son Valentine Company, died at his country 





Mountainville, 
7:30 o’clock 


home in 


N. Y., at on He resigned his position as presid: 








Is necessary in many processes of paper making. 


this a good reducing valve is necessary. 

THE MASON REDUCING VALVE 
is the standard on over forty railroads and on the largest 
steam plants of the country. 


MASON REGULATCR CO., Boston, Mass. 








GRANGER FOUNDRY AND MACHINE CO. 


went to the | 


some | 


was the first todo good bookwork on dry | 


paper. This was as early as 1847 or 1848, 
and upon the hand press. 
quired more careful making ready than 
printers generally saw fit to give them, and 
his then competitors did not attain the re- 
sults which he achieved. 
When the movement among the printers 
to secure uniformity in prices began in 1863, 
the 


favored action. In 


everything having been unsettled by 


war, Mr. Martin at once 


the Typothetze which was then formed he 
was one of the prominent members. 
time after the society had been allowed to 
disintegrate it became necessary to call an- 


other meeting of employing printers. This 


| was held at the Astor House in 1874 and Mr. 


the organization 
at once felt that 
he was the proper person to be at its head, 


Martin presided. When 
was revived in 1883 it was 


and he was accordingly chosen president. 
At every annual meeting since that time he 
lately he has 
should fill the 
of 1885 he cele- 
the fiftieth 
into 


has been re-elected, although 
preferred that someone else 
In the 


yy a dinner to the trade, 


position. autumn 
brated, | 
anniversary of his entrance 
Mr. Martin 


narrative of what had happened to him 


On this occasion gave 


during the fifty years, and adverted to the 
changes which had been made since he had 
become acquainted with the art. His print 


of sixty-three years then extended 


| 
The forms re- | 


Some | 


business. | 


a brief | 












TELLER RAIL 


HW ——MANUFACTURERS OF-— 
TELAT 


Breaker Calenders, 
Sheet Super-Calenders, 
Wveb Super-Calenders, 
Friction Calenders, 
Plaiting Calenders, 
Embossing Calenders, 
AYERS’ 


PATENT WINDER, 


HYDRAULIC 


ae PRESSES and PUMPS, 


Chilled-Iron Rolls, 
Cotton Rolls, 
Paper Rolls, 





Mave" R. |, 





A GLASS VALVE, non-corrodible, 


BOSTON, 


ESPECIALLY CONSTRUCTED to resist the effects of adhesive corrosion or sec 


ment, both inside and outside the sprinkler. 


ALL MOVING PARTS are joined together by the fusible solder and are lubricated 


by it when it melts. 





non-adhesive and impenetrable. 





It retains the essential features of the original GRINNELL SPRINKLER, whi 


has worked successfully during the past eight years in over 800 actual fires. 


Officially approved and accepted by the New England Factory Mutual Insuran:e 


companies and by the Factory Improvement Committee of the New England Exchange. 





For Information and Proposals apply to 


PROVIDENCE STEAM “e GAS PIPE C0., Providence, R.!. 


OFFICES: 
173 Devonshire St. ST, LOUIS, 403 North Broadway. CHICAGO, 115 Monroe St. 
BUFFALO, cor, Erie and Terrace Sts. CLEVELAND, 50 Euclid Ave. 


AUTOMATIC FIRE ALARM AND EXTINCUISHER CO. (Limited, 


413 BROADWAY, NEW YORK. 


PHILADELPHIA OFFice, ‘9 South Fourth Street. PrrrspurGs, 64 Fifth Avenne. 





WM. A. HARRIS STEAM ENGINE < Co. 


(ESTABLISHED 154.) 


Builders of HARRIS- 


Al .L sizes have our new design of CROSSHEAD, PILLAR BLOCK and ENGINE 

f and many other improvements in design and construction, with enlarged CRAN 

surfaces are materially enlarged and every detail has received the most careful attention, insuring EC 

All oil cups are of glass, with nickel plated trimmings and sight feed, and can be 
We construct these Engines either Condensing, Non-Condensing or ( ‘om pounded in ations forms keted or unjacket« 

Our Engines are adapted for use in Electric Light and Power Plants, Silk, Cotton and Woole vit 

Mills and any place requiring regular speed and an economical use of steam. 

ble personal attention will be given to location and arrangement of plants. 


all weari 
ITY in SPEED. 
of Cylinder sight Feed Lubricator. 


spondence, and when desirat 


(INCORPORATED 1888.) 


FPwROVIDENCEH, MR. I., 


CORLISS ENCINES. 


RAME, with its Heavy 
PINS and MAIN JO 


Forty-Five Regular Sizes, 
from 40 to 2,000 Horse Power. 


Inte rediote ae ort. Also Noiseless Dash I 

JRNALS HEAD GIB surfaces. In f: 
ONOMY in the won of STEAM and REGUL 
We also use the BEST m 





Ned while engine is running. 


n Mills, Flouring 1% Lamber s, Rubber Mills, Ps 
parts are made interchangeat re and kept in stock, We solicit co: 
Mention this paper when writing. 


Small 











In November, 
of 


er, in the same year. 


with the co-operation Hadwin 


hton and David Skaats, the former 
been associated with him in the 
sh business for some sixteen years 


his early 


ously, he began the business of the 


son Valentine Company, of New York 
Hunter’s Point. 

Valentine was interested in a number 
therenterprises. He was a partner in 
sublishing house of Houghton, Mifflin & 
putting about $250,000 into the firm in 
‘and he owned about three-quarters of 
tock of the Christian Union, which he 
ht from the Rev. Henry Ward Beecher. 


vas also president of the Rural Publish- 


Company, which published the Rural 


and the American Garden. He 


ilso publisher of Varnish, which is one 


Yorker 


1e most novel publications in the | 
try, and which is printed by the Lock- 
| Press. 


Valentine married Miss Houghton, of 
Mass., 
hters, of 
fer, of the Oakland Paper Company, 
The 
Abbott, 


ridge, by whom he had two 


one whom married N. T. 


hester, Conn. 


ied 
tt. 


Laurence son of Lyman 





GEORGE GILBERT. 
a member of the Gilbert 

Company, Wis., 
igest son of William Gilbert, died at the 
lence Mrs. 
irgee, Philadelphia, on May 6. 


orge Gilbert, 
Menasha, 


of his sister, George M. 


He was 


heart trouble. 


| Niagara 


other daughter | 


TH E 


taking off 
community in which he 


to 
lived than a 


is no less a calamity 
the 
grief to those allied to him by ties of rela- 


tionship. His death will be mourned by a 


large circle of acquaintances, 





CHARLES H. 

Probably one of the oldest paper makers 
in the State of New York 
Falls. 


one of the 


SYMONDS. 


died last week at 
Charles H. 
early pioneers of Western New 


Niagara Symonds was 
York and early learned the paper making 
He 
time of 


business. 
the 
paper 


was seventy-seven years of 
His father 


deceased 


age at his death. 


was a maker and the 


learned his trade from him when the old 
paper mill which stood near the entrance to 
Goat Island Bridge, at the Falls, was run- 


ning. He was foreman of the first paper 
mill built on Bath Island and helped run the 
first Fourdrinier machine ever used in this 
country. In later years he was a justice of 
the peace of the village of Niagara Falls, 
clerk of 


past 


and for three years was county 


County. For several years 


he has acted as business agent for the A. S. 


Porter family. He leaves a son and three 


| daughters. 


and the | 





IRWIN F. MEGARGEE. 

Irwin F. Megargee, who died on Friday 
evening, May 1, at his home, No. 1010 Far- 
ragut place, West Philadelphia, Pa., was a 
son of the late Sylvester Megargee and a 


brother of Louis N. Megargee, the well- 


| known journalist, and S. Edwin Megargee, 
twenty-six years old and the cause of death | 
y ) 


. Gilbert had been at Atlantic City with 


irents, going there early in March, and 
irned to Philadelphia on April 25, where 
came ill, and despite the best medical 
iance his sickness progressed, with the 
sult stated. His parents, three brothers 
a sister were with him at the final mo- 


George Gilbert was a young man of ex- 
lary character and great aaee. and 


| Montclair, N. J., 


a member of the bar. He was born October 
6, 1849. 


a member of the paper manufacturing firm 


For along time the deceased was 


of Megargee Brothers, but lately represented 
the Manufacturers Paper Company, of New 
York. He was married and leaves a widow 
and two children. He had been sick for 
quite a time. 





JouN J. HALLENBECK. 


John J. Hallenbeck died at his home, at 


after a brief illness, on the 


PAPER 


TRAD E 


afternoon of Wednesday, May 6. Mr. Hal 
N. Y., in 1817, 
and after receiving a common school educa 


He 
to New York about 1830 and entered 


lenbeck was born in Albany, 
tion learned the printer’s trade there. 
came 
the 


where he remained for nearly twenty years 


establishment of Harper & Brothers, 


in charge of the pressroom, and was recog- 
nized as one of the most proficient press- 
the 1850 left 
Harper & Brothers and embarked in busi- 


men in country. About he 
ness for himself, and has for many years 
occupied a position in the front rank of the 
The firm of Wynkoop, Hallenbeck 


of which the deceased was a mem- 


trade. 
& Co., 
has been located at 121 


ber, Fulton street 


since 1860. 





SAMUEL G. 
Arnold, 

died May 3, at his residence in Washington, 
in his eighty-sixth year. 


ARNOLD. 


Samuel G. a veteran journalist, 


He was born in 


Utica, N. Y. His first paper was the West- 
chester Sfy, which he edited in Westchester, 
N. Y. He was afterward connected with 


the Post of Newark, N. J., the 7rue 
of Trenton, the Syracuse Chronicle 
Toledo lade. 


and the 


Farrell, 
I., is dead. 


James H. bookseller, &c., Provi- 


dence, R. 





of the firm of Bene- 
New York, 


Stephen N. Benedict, 
dict & Valentine, 
is dead. 


bookbinders, 





Louis Munson, publisher, Banning, Cal., 


is dead. 





H. J. Milligan, dealer in paper hangings, 
Ill., 


Chicago, is dead. 


W. H. Parrot, treasurer of the Standard 
Association, publisher, 
is dead. 


Bridgeport, Conn., 





A. A. Adams, dealer in paper hangings, 
Los Angeles, Cal., is dead. 


American | 


SFOURNAL. 


Failures. 





The sale of the Winona Paper Company’s 


property, Holyoke, Mass., which was ad 
journed until Tuesday, May 5, has been 
postponed for four weeks. The Massachu- 


setts Mutual Life 


dered the postponement of the sale 


Insurance Company or- 
at the 
request of the men who have guaranteed to 
bid enough to meet its claim. Meanwhile 
the Water Power Company will also adver. 
tise the property for sale, 


of $25,000 


foreclosing its 
The 


against the 


second mortgage attach- 
ment suit of Atterbury Brothers 
Winona Paper Company is to come up in 
court at Springfield to-day. 

3 —e ™ 


In Town. 





A. F. 
Thompson, Middle 


Heath, W. N. Sprague 
Falls, N. Y.; William 
Barber, Fulton, N. Y.; S. S. Stevens, North 
Hoosick, N. Y.; J. H. Caldwell and William 
Whiting, Holyoke, Mass.; J. N. Mohr, Phila- 


and Mr. 


delphia, Pa.; Alex. Robertson, Montville, 
| Conn. 
on <> + ~ 
Fires. 





Joseph A. Scranton, publisher, Scranton, 
Pa., has met with a fire loss of $20,000. 


At Elkhart, Ind., May 2, the Globe Tissue 


| Paper Company’s mill was burned. Loss, 


| $30,000 ; insurance, $20,000. 
—»p> > @—___— 





An action has been brought in the Su- 
| preme Court of Massachusetts to compel 
the individual directors of the’defunct Rand- 


| cepting the corporation, 


| dividends were 


| Avery Company to pay a debt of the cor- | 


poration. The defendants are J. C. Rand, 
A. H. Rice, C. M. Clapp, Moses King, T. W. 
Lawson, G. V.N. U. Cotting, 
the latter in his capacity as executor and 
trustee under the will of the late N. J. 
Bradlee. The plaintiffs, who are J. W. and 
Edward Robbins and the Carter, Rice & Co. 
corporation, allege that they recovered a 
judgment against the Rand-Avery Com- 
pany in January last which has never been 
| satisfied ; that all of the 


Baldwin and C. 


defendants, ex- 


as counsel for the 


417 
and the defendant 
Cotting and said Bradlee, 
defendant 
the 
ids were declared and 
Clapp, 
Bradlee 
of 


when it 


directors of 
the 


were 


said corporation during 


whole of year 1888 and when certain 


; that de 
King, Lz 


divider paid 


fendants Rand, Rice, awson, 


and said made and con 


to the 


corporation 


Baldwin 


sented payment two dividends 


by said was in- 


solvent, one dividend amounting to $3,750 
g ’ 


declared April 17, 1888, and payable 
May 1, 1888, and another dividend of 
1'g per cent., amounting to $3,750, de 
clared August 1, 1888, payable August 10, 
1888, a total of $7,500 ‘‘in dividends 
made and declared by said defendants 
and to which they consented when said 
corporation was insolvent and when it was 
thereby rendered insolvent The bill fur- 
ther alleges that the defendants, the presi- 
dent and directors of the corporation are 


jointly and severally liable for its debts to 
the extent of such dividends, in accordance 
Statutes, ch. 
ask that 
to the plain- 


with the provisions of Public 
106, sec. 60 The 


defendants be ordered to pay 


plaintiffs the 


tiffs for the benefit of themselves and such 
of the 
become 


other creditors Rand-Avery Com. 
to the 
sum equal to the amount of said dividends 
the the 
The court has 


issued a summons to the defendants to ap- 


pany as may parties suit a 


and interest thereon from time 


declared. 


Another case 
by W. B. 
for the plaintiffs in the 


pear and answer to the bill. 


of interest has been brought 


French, attorney 
above mentioned suit, in which Mr. French, 
assignees of the Rand- 
Avery Company, seeks to recover from the 
firm of Rice, Kendall & Co. the 
certain stocks worth $7,148, which, it is al- 


value of 


leged, were transferred to the firm by the 
Rand-Avery Company as a preference. In 
this suit it is alleged that Rice, Kendall 
& Co. when they took the stock knew 
or had reasonable cause to believe that 
the Rand-Avery Company was insolvent, 
and the question to be settled is one 
of fact as to whether they did know this 
or not. 





I On ED) BRONZE DIGESTERS.:.SULPHITE FIBRE 








MADE BY THE 


DESIGNS FOR MILLS, 


EXPERT MECHANICS 
to put all in perfect working condition, producing first-class Fibre. 


ORIGINAL INVENTORS »  ONE-METAL DIGESTERS 


(COVERED BY PATENTS, UNITED STATES AND EUROPE). 


BEST METAL, BEST CASTINGS, PERFECT FINISHING, REASONABLE PRICES, 


ACID PLANTS furnished, AND CHEMISTS, 





DE-OXIDIZED BRONZE SUCTION BOX and SCREEN PLATES, ROLLS, JOURNAL BEARINGS, &c., superior to all others, every way. 
Also FOURDRINIER and CYLINDER WIRES, guaranteed 25 per cent. better than any on the market. 


References : KIMBERLY 


& CLARK CO., 


ATLAS PAPER CO., 


GEO. H. FRIEND PAPER CO., 


REMINGTON PAPER CO., 


EASTERN MFG. CO., 


ORONO PULP 


AND PAPER CO., and others. 


THE DE-OXIDIZED METAL CO.,°** BRIDGEPORT, CONN. 





1890-1. 


THE SIXTEENTH EDITION 


LOCKWOOD § DIRECTORY 


Paper and Stationery Trades 





Price Two Dollars a Copy. 





i, {IS pioneer and standard book, now in the 
sixteenth year of its publication, enjoys the 
ec fidenee of every person in the trades which it 
esents. It is carefully and thoroughly compiled 
edited each year. After one edition has been 


ORGANIZED JULY 1, 


1889, 


CAPITAL, 


AMERICAN STRAW BOARD CO. 


} 


$6,000,000, 


Manufacturers of STRAW BOARDS, PULP LINED BOARDS, Lined Straw Boards, Combination Boards, 


BINDERS’ 


STRAW LUMBER. 


Popular Prices! 


AGENCIES: NEW YORK, 102, 104, 106 Wooster St. 


Attractive Terms! 


Prompt Shipments! 


BOSTON, 46 Federal St. 


PHILADELPHIA, 121-127 


BOARDS, FRICTION BOARDS. 


BUILDING BOARD, PLAIN BOARD, TARRED BOARD, WATERPROOF BOARDS, 


Barrel Layers, Peach Baskets, Egg Cases and Fillers. 


General Office, PULLMAN BUILDING, CHICAGO, 


N. Fourth St. CINCINNATI, 101-103 Walnut St. 


CHICAGO, 


152-153 Michigan Ave. 





MOORE & WHITE 


ted the type is distributed, and when a new | 


on is undertaken the data, item by item, are 
ined and put into type especially for it, thus 
ng the work reliable. 
ired pages set forth facts which must be invalu- 
to all engaged in the making and selling of 
r and Stationery, as well as all others in the 
| branches of the trades. 

t enables manufacturers, buyers and sellers to 
together for mutual profit. 


ders promptly filled. Address 


(OWARD LOCKWOOD & C0., 


'‘°6 and 128 DUANE STREET, 
NEW YORK. 


Altogether about three | 


| PENNSYLVANIA PULP AND Parse Ca., ; 
| Morrrson & Cass, 
| McDowe.. Parer MILLs, 


| BR. O. Morenovuss, 


Paper CutTTEr. 


Continuous Feed. 


Cuts Perfectly Even and Square. 
Easily Changed from Sheets to Rolls. 


Built in all sizes and fully guaranteed. 
IN USE BY 
Sincerity Puup anp Paper Co., 


Buena Vista Paver Mrs. Co., 
D. M. Bare & Co., 


w 


oo RG PULP AND Paper ('o., 
F. G. Weexs, 

CLARION PULP AND Parse Co. 
READING Parer MILL, 


—_ ot OD OD OD 









January 8, 1501. 
Tae Moone & Warre Co.: 

Dear Sire—It_affords us pleasure to say 
that the 76 inch Improved Continuous Feed 
Paper Cutter whieh we bought of you about 
a year ago and placed on our No. 3 machine 
has been very satisfactory It is the best 
cutter we have ever had, 

Yours truly 
MORRISON & CASS PAPER CO 


FFICE OF 
SINGERLY PULP AND PAPER (o., 
ELETON, Mp. 


January 6, 1591. 


Messrs. Moore & Wurte Co. : 


Gentlemen—In reply to your letter of 3d 
in regard to your Paper Cutter, lam pleased 
to state that it is the best Revolving Knife 
Cutter Lever saw. I have now in mill four 


cutters giving best of satisfaction ; they are 

80 simple in construction that a boy can 

runthem. Am cutting on one of your cut- 

te ws to-day Winch sheet, 0) cute per minute 
Yours truly, 

M. J. KELLY, Supt. 


BUILDERS OF 


THE MOORE & WHITE CO., PAPER MACHINERY, 


15th St. and Lehigh Ave. (Germantown Junction Penn. 


Rk. R.), PHILADELPHIA, 


eae 


vet 
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Alloys of Aluminium. 


Aluminium when alloyed with t 
tanium, especially in ertain proportions 
gives a product which, in addition to the 
many useful properties of aluminium which 
render it capable of varied application in 


the arts, possesses other benefi al proper 


ties in which aluminium is deficient Phus, 
although pure aluminium is somew hat soft 
and only slightly elastic, even after ham 
mering or rolling, if it is alloyed with 10 


S 


per cent. of titanium or less a product is 


a ; ; : 
obtained intrinsically harder than alu 


minium, approximately as incorrodible, and 


capable of acquiring by hammering or roll- 


ing a degree of elasticity and hardness com- 
parable to spring brass. 

This alloy is fusible at a temperature be 
low the melting point of steel, and its fus- 


ing point and specific gravity increase with 


the proportion of titanium which it con- 


When the 


less than 5 per cent. the alloy is nearly as 


tains. proportion of titanium is 
malleable as pure aluminium, and its malle- 
ability decreases and its hardness increases 
as the proportion of titanium in the alloy is 
The 
cial uses, where elasticity combined with 


increased. best material for commer- 


easy malleability is required, is an alloy 
containing titanium from one-half of 1 per 
cent. (more or less) to 2 per cent. 

By substituting for the titanic oxide or 
salt the 
more electro negative than aluminium the 


oxides or salts of other metals 


metallic basis of such oxides or salts may 
be alloyed with aluminium in like manner. 


Metals which can be alloyed thus with 
aluminium are bismuth, cadmium, cesium, 
cerium, chromium, cobalt, copper, gold, 


iron, lead,manganese, molybdenum, nickel, 


osmium, palladium, platinum, silver, tin, 
titanium, tungsten, uranium and zinc. 
A bath of 


or of 


This alloy is made as follows : 
fluorides of aluminium and sodium 
fluoride of sodium or of fluorides of alumin 
ium, sodium and calcium, or generally a 
fluoride or fluorides of a metal or metals 
more electro positive than aluminium, is 
made by fusion. There may be added to 
these fluorides chlorides of the alkalies or 
alkaline earths ; but these are unnecessary. 

Cryolite of commerce may be used as the 
fluoride constituent of the bath, but it is in 
some respects disadvantageous because of 
its iron, which in the alloying process is re- 
duced, and by mingling with the alloy im- 
pairs its quality. For this reason the fluor- 
ide is employed in as pure state as possible. 
Either before or after the fusion of this 
fluoride bath there is added to it a reduci- 
ble oxide or salt of the rare metal to be al 
loyed. 
and titanium titanic oxide is preferably used, 
and after thorough admixture of these sub- 


stances, the oxide or salt being dissolved 


In making an alloy of aluminium 


by the fluoride, the aluminium is introduced 
either ina molten state or in a solid state. 
When introduced in solid state it is fused 
by the heat of the bath, and when fused a 
reaction between the aluminium and the 
oxide or salt at once takes place, the oxide 
or salt is reduced, its oxygen or acid radi- 
cal combines with a part of the aluminium 
and the freed metallic base immediately al- 
loys with the remainder of the aluminium. 
In practice the fluorides of aluminium and 
sodium, which may be employed in amount 


ranging from 100 to 400 per cent. of the 


weight of the aluminium intended to be | 


added, are preferred. This bath is melted 
in acarbon crucible and the oxide or salt 
of the metal to be alloyed is added thereto. 

When the whole mass is incorporated and 
as nearly fluid as possible metallic alumin- 
ium is charged into the crucible, the rela- 
tive proportions of the aluminium and oxide 
or salt being such that the percentage of 
oxide or salt shall be about twice the per- 
centage in which its metallic base is desired 
to be present in the alloy. 
the 
action noted takes place between the alu 


Immediately on 
introduction of the aluminium the re- 


minium and the oxide or salt, and is accom- 


panied by a rapid elevation of temperature ~ 


of the bath. 


reaction ceases, which is indicated by cessa 


After waiting until further 
tion of rise of the temperature, the con 
tents of the crucible are poured into a suit- 
able receptacle, and after cooling somewhat 
the melted fluoride can be separated as a 
supernatant slag from the metallic alloy at 
the bottom of the vessel. The alloy is then 


collected and is preferably remelted to 
cleanse it thoroughly from slag and other 
wise to improve its properties. 

It is important that the reduction of the 
oxide of salt of titanium and its alloying 
with the aluminium should be conducted in 
a non-silicious crucible (preferably a car 
bon crucible), since if the vessel be silicious 
in its composition a considerable portion of 
silicon will be alloyed with the aluminium 
and titanium, producing a compound of 
interior quality. ~ 

The addition of chromium to the alloy of 
aluminium and titanium is of advantage ir 
It is 


should be 


increasing the stiffness of the alloy. 
preferable that 
than 15 


than 5 per cent. 


the chromium 


less per cent., preferably less 


As the chromium is in- 


THE oe ou ee a HA DE 


| swindled, but the newspaper paid to him 


ised there is a corresponding increase of lepartment at that place. That gentleman | 
hardness. The difference between the alloy | said: ‘‘ The use of that design would get 
of alum n and titanium and the alloy of | you into a great deal of trouble and would 
1luminium, titanium and chromium is that | subject vou to a heavy penalty for eac h 
the chromium confers greater rigidity than | copy of it which you might issue. rhe 
the titanium but if more than 5 per, designis very pretty, but I will have to 
cent. of chromium is used there is a greater confiscate it.’’ And he did. 
ss of ductility And it is right that the Government 
[hese processes and alloys have been | should be careful. The law in regard to | 
patentec the matter is being rigidly enforced and the | 
—_-o | 
authorities are much more careful than 
’ : . 
Confiseable Designs. they used to be. To show the use to which 
Ss matter which violates the law can be put in 
One has to be careful nowadays not the hands of wicked people, it may be 
to include in any design a reproduction or | stated that some time ago a patent medi- 
imitation of a coin, bank note, postage cine house issued an advertising circular 
stamp, &c., for if such care is not taken which was somewhat in the style of a bank 


Uncle Sam will be after the offender with a note, with values and dollar marks on it. 


A New York *‘* 
passed it at Castle Garden on 


very sharp stick. crook ”’ took one of these and 


For instance a tablet manufacturer, who an emigrant, 


has been offering prizes for artists who securing the poor fellow’s good gold coin in 


couk 


1 furnish the most accgptable cover exchange. In another case a 
New York the 
reaching a certain circulation, issued a cer- 
had the 


a bond, but which was purely an 


prominent 
designs for his goods, received a very pretty 


g newspaper, on occasion of 
design for a tablet of bond paper, the artist 
having worked into his sketch the imitation 


of a United States bond. 


tificate which somewhat appear- 


The manufacturer’ ance of 


was greatly pleased with the design, but advertising dodge. Some of these certifi- 


before using it thought it better to submit cates were sent to Europe and were sold to 


it to Uncle Sam’s representatives. He | ignorant and unsuspecting people there by 
visited the office of the Secret Service in | some scoundrels, who alleged that they 
the Post Office Building, and showed the would be redeemed at their face value in 


design to Mr. Brooks, the genial head of the | New York. Sure enough one emigrant 





| as follows: 


| and seized all which had been made up. | 


JOURNAL. 


turned up at the oftice of the advertising | times those of the counties, and near} 


three and a half times as large as those <q: 
the States. It that the 
weakness in American instit utions prey 


newspaper and demanded his money. It 


was explained to him that he had been is here great: 


the amount that he had paid for the circu- | —our bad municipal governments and ; 


lar, so that he was not the loser. tendency to pile heavy debts on the citj, 


Another house in this city printed as an The previous two decades, 1860 to 1s 


advertising novelty a pocketbook from one | were debt creating epochs, in which bo: 
side of which a bank bill was apparently | were issued by States, counties and cit 


The Government 


protruding. promptly | with utter disregard of the future. [It 


stopped the manufacture of these novelties | gratifying to note that this recklessnes 
In the course 


the last ten years the States have decrea 


now apparently at an end. 


- +e — - 


Decreasing Indebtedness. 


their debts $72,163,985, the counties, $8,2 
700, the $45,777, 


making a total decrease of $126,670,704 


and municipalities, 


The Census Bureau has completed its 


bulletin on the net indebtedness of the! nearly 16 per cent. The local debt 
States, counties and municipalities in this dropped from $16.42 per capita to $11 
country in 1890. Some of the statistics 


At the same time there has been a mat; 


which have already been given, show 4a | reduction in 


$15.38 


the United debr 
per capita, making a total 
national and local, of $26.44, which is low 


States 
very material improvement, and the com- 


plete returns are even more satisfactory. 


The local debts—that is, the net debts less 


than that of nearly any civilized country 
| the globe and but little more than half w 
it was ten years ago. 


cash in the treasury—are finally announced 
When the great 
_ velopment of the country during these 
ounty 





| years is taken into consideration, the cit\os 
| built 


$702,935,514 


Municipal 








up, the improvements of all ki 
made, it that all this 
should be accomplished and the country at 


Total 


‘ wonderful 
It will be seen that the municipal debts 


seems 


constitute more than half the total local ; the same time so greatly reduce its inde 
. | 
the country, being four | 


indebtedness of edness.—/ron Age. 








BEATING ENGINES, 


Cast Iron or Wood Tubs, 


Made heavy and strong, double 
lightered, with well made 
Cone Washers. 
DESCRIPTIVE CATALOGUE 

SENT FREE. 


AMERICAN TUR 


FROM SIX TO SIXTY-SIX INCHES DIAMETER. 
Are in practical operation under heads from 4 to 100 feet head ; are strong, durable, and give high efficiency 
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DAYTON GLOBE IRON WORKS CO., Dayton. Ohio, U.S. A. 


Successor to STOUT, MILLS & TEMPLE. 





BINE, 





D. T. MILLS’ 


Wood Pulp Grinder 


Superior in construction to any 
made. Capacity, 4,000 to 6,500 

unds extra good pulp per day, 
dry weight, per each grinder. 
Hydraulic feeds, fine adjust- 
ments; strong and reliable in 
every way. Twoand three pocket 
machines. 
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For Mining and Concentrating Works, Coal, Stone and Ore 
Screens, Gas and Water Works, Clay and Sand Screens, &e. 


‘sr0 41] 


' PERFORATED 
PPerforators of All Metals. 

Pp4 PEK MILL WORK A SPECIALTY. 

Drainer Bottoms, Washers, Pulp Screens, False Bottoms, Stock Boilers, both Rotary and Stationary ; 


Perforated Iron, Copper and Brass for Vats and 


Sand Traps, Button Catchers, Suction Box Covers, Shower Pipes, &.,&c. Sereens and Filter Plates. 
Perforated Tin and Brass of all sizes. Iron, Steel, Copper, Brass and Zinc punched to any size and 
thickness required. {27 CORRESPONDENGE SOLICITED. SATISFACTION GUARANTEED. 


THE HARRINGTON & KING PERFORATING CO, 
MAIN OFFICE AND WORKS: 224 and 226 North Union St., CHICAGO, ILL. 
EASTERN OFFICE: 284 Pearl St., cor. Beekman, NEW YORK. 


AITE.C? 
PAPER een = 
ION G 
gle r gee OHS 
N.E.COR. IS“ G LEHIGH AVE, cur-orr 
—~» PRILADELPAIA, PA. — 













CUT-OFF 


CLUTCH PULLEY. 





7. W. VAN DORN, W. H. MELLOR,. 


VAN DORN & MELLOR, 


43 CENTRE STREET, NEW YORK, 


Engineers, Machinists and Millwrights. 


Estimates given on the eupoly and erection of Engines, Boilers, Pumps, Elevators, 
hafting and all kinds of Piping. 





PROMPT ATTENTION GIVEN TO ALL KINDS OF REPAIR WORK. 


A specialty made o 
High and Low Steam 





the Erection of Engines, Boilers, Blevators and Shafting; also 


eating. ‘ 





NOW READY. 


Our New No. 7 Mill Catalogue and Price List of 


IMPROVED POWER PUMPS 


We venture to assert we can surprise and interest you, claims “ Power 
Pumps vs, Other Pumps.” Send for advance copy, furnished free, 


THE GOULDS MFG. CO., 


Pumps and Hydraulic Machinery, 
39 to 49 OVID STREET, SENECA FALLS, N. Y,, U. 
AND 60 BARCLAY STREET, NEW YORK. 








S. A., 


Triplex Boiler Feed Pump. tmCca 


| Pulp than any other Machine 





WOOD PULP, STRAW PULP, 


ROTARY: BLEACHING + BOILERS. 


HOSE WHO HAVE UNSAFE ROTARY BOILERS IN USE CAN EXCHANGE THEM FOR THE 
Loring Patent Rotary, and can be furnished with abundant evidence that the Loring Poiler is abso. 
lutely safe, and the only safe Rotary Bleaching Boi‘erin use. Fu: the production of chemically pre- 

pared wood pulp it has been found extremely difficult to make a boiler that would remain absolutely tight 
for any considerable length of time. I have accomplished this result by adopting modes of construction 
far in advance of the best methods for producing first-class boiler work, in combination with substances 
and methods entirely independent of boiler work, and only known to myself, I invite special inquiries 
in regard to my patent WOOD PULP BOILERS, patent STRAW PULP BOILERS, and Rotary 
Bleaching Boilers; also to my patent process for extracting water from wood and straw pulp, and to my 
improved Fibre or Drainer Tanks, and Fibre Valves. The common steam boilers built by the undersigned 
have proved more durable and safer than those of any other manufacturer in the United States. Steam 
boilers now in good condition that have been in constant use twenty-eight years can still be seen in use in 
Boston. Not one of the many thousand boilers, varying in weight from one-half to forty tons, has ever 
exploded or given out, to cause injury to a single person or to one dollar’s worth of property, during the 


twenty-eight years. : 
HARRISON LORING, Boston, Mass. 


NOTICE.—I have been informed that irresponsible boiler makers have offered to build Rotary 
Boilers with whole wrought iron heads and a hollow journal, which would be an infringement of my 
patent. Such boilers will be made by the undersigned at low prices—having special tools for the work— 
and no extra charge made for the patent right, which would have to be paid by the user if made by an 


7manthorized person. 
HARRISON LORING. 





‘DILTS’ IMPROYED 


HYDRAULIC FEED 


ADJUSTED AND FILLED 
WITHOUT LOSS OF 
TIME OR POWER, 


THREE AND 
FOUR POCKET 


PULP GRINDER. 


Wet Machines and Screens. 
BEATING ENGINES, 


Bars and Bed Plates 


AND GENERAL 


PAPER MILL MACHINERY. 








Produces More and Better 


with equal power. 


“a. VY. 


Fulton, 


MANUFACTURED BY 
FRANK DILTS, 








THE PORTER-HAMILTON ENCIN-. 


15 to 2,000 HORSE-POWER. 


THE STRONGEST ENGINE IN AMERICA 


Simple, Economical 
and of the Best Workmanship. 


Write for Catalogue to the Builders, 


WILLIAM TOD & CO., Youngstown, 0. 
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AEROPHOR PAPER DAMPENER. 


A MODERN DEVICE FOR DAMPENING PAPER. 





GRAY, Pres. W. C. GRAY, Sec. and Treas. H. C. NELLIS, Vice-Pres. | 


PIQUA WOOLEN MILLS, 


It produces a great amount of vapor, which is thrown, upon the paper—one side or both 
as desired—in large or small quantities. 
IT IS VERY SIMPLE, EASY TO OPERATE, BUT YERY EFPECTIVE. 
The moisture discharged is so fine and the distribution of the vapor so even that the device 


is found of much value on news, book or manilla papers. 





The Aerophor Paper Dampener is now in successful operation in some of the largest paper mills. 


FOR FURTHER PARTICULARS ADDRESS 


THE U. $. AEROPHOR AIR MOISTENING AND VENTILATING CO., Ill Pine Street, Providence, R. |. 


PRESS FELTS AND JACKETS FOR ALL KINDS OF PAPER. 





2Y OUR HARPER FELTS. THEY ARE THE BEST MADE FOR ALL GRADES 
OF PAPER. 








JAMES :- c. HOYT, P ——— THE * FISHKILL CORLISS” 


ENGINE 


Has the indorsement of many of the 
eading Manufacturers and great Cor- 
porations of the United States, as well 
as high Testimonials from eminent 
Engineers. 


A NEW 


WILLIAMS PAPER TWINE + |’ GORLISS” ENGINE. 


Embodying many marked 


+ § CORDAGE COMPANY, | menovewenrs, 


Also Boilers, Shafting, Pulleys and 
Resulting in the production of the 


everything necessary for a complete 





152 and 154 Lake Street, Chicago. MOST EFFICIENT Steam Power Plant. 
Mill Twines and Light Cordage a specialty. 6 payee 


SEND FOR NEW CATALOGUE. 





PERFECTION BRONZE IN ETAL DIGESTERS 


MANUFACTURED SOLELY BY 


EASTWOOD WIRE MFG. CO., Belleville, N. J. 





mim, VAMES LEFFEL TURBINE WATER WHEELS. 


Sizes in Operation: SIX inches to NINETY-SIX inches diameter, under heads ranging from 2 to 350 feet, in many 
of the finest paper mills of this country, one company using Fourteen and another Twenty-seven Leffel Wheels. 


MANY STYLES AND VARIETIES ON HORIZONTAL SHAFTS. 


The Company are now in better condition than ever before to supply these justly celebrated wheels with dispatch and promptness. 





















Send for their fine catalogue, nicely illustrated, and write them your wants fully. Address 


— —— = —— : = THE James Leffel & Co., Springfield, Ohio, U. s. A., or 110 Liberty St., N.Y. Cc. 








FYRUS CURRIER & SONS BOSTON BELTING COMPANY, 


BOSTON. Established 1828. NEW YORK. 
ORIGINAL MANUFACTURERS OF RUBBER GOODS. 


NEWARK, N. J. 





(Warranty given with each Roller). 


Also make Rubber Covered Press and Sizing 
Rollers, Rubber Belting, Hose, Packing, Deckel 


Viens) ae | 
wwe os ¢ oa [A a eat a) | Nas | e anil ag cry. RUBBER COVERED COUCH ROLLERS FOR FOURDRINIER, CYLINDER AND WET MACHINES. 


za MRAM PUILER 


Straps and all kinds of Rubber Goods for 











Mechanica "urposes. 
| ae Cea SUSU Tn an TEI CU ELS KINGSLAND sin Sis wis eats ee 
=— -) . 
AWARDED THE GRAND PRIZE AT LATE PARIS EXPOSITION. 100 Chambers St., NEW YORK. 
eS ay Se . — BEATING-ENGINE And Agencies in the principal cities of the 
ae ; . United States, Canada and Europe. 
" J. M. HUGHES, President. WM. WILSON, Vice-Pres. 
. Se Ete J. H. KIRK WOOD, Sec’y and Treas. D. D. HALDEMAN, Gen. Mgr. = a = 
: Son THE 


OHIO STONE CoO., DR. KNOEFLER’S 
sshupuletan aay cpepene DRYING SC ALES, 


PENINSULA WOOD PULP — | | 


for Grinding Wood Pulp. 


AUTOMATIC ENGINE 


(CENTRE CRANE), 


With WHEEL GOVERNOR, 







For the Simple and Ready Determination 


a Aan — OF THE — ‘ . ces : . 
The ee of the chane from ong Feninsels | Quarry is r t {W t i W d Pal Cell | Giving ee F ie ptetee of Speed, 
particularly adap to grinding oo vul Simplicity anc igidity of Parts, 
All the Wood Pulp Manufacturers ok heme used ercen age 0 ater in 1100 P, a 086, 
these stones say they give general satisfaction, and are &e., ke, 


These Engines have Single Flat Slide Valw:., per- 


much superior to any imported stone. We manufacture fectly balanced with Cover Plate, so arranged that 


stones for the following weckines : The Warren-Cur-| . Buy one of these Seales and 





tiss, Brokaw, Frambac alley Iron Works, Dayton water may escape from cylinder without accident to 
Globe Iron Works Co., Lowrille Lon Works Co., Frank | avoid disputes as to the Seen. PF er storeed tho Peralgns Line Ba- 
Dilts and New England, & Roberts, Eilers, and | ° ae =? t i oe as being the most sim- 
all others. In sending » pots a oo Sl enine tes | amount of moisture in ple por - an p powes ul Governor yet made, giv- 
ive the exact dimension the stone must be. Give the ° ing perfectly uniform speed under varying load and 
diameter and face of stone, the diameter and depth of the Pulp delivered. steam pressure. 





flange, where flanges are to be cut. State size hole 
for shaft, and if round or square. Tests can be made in from two to four hours by 


anybody correctly within one-teuth of 1 per cent. 


We also make the Porter Heavy Duty Engine, 
and a Complete line of Portable and Stationary 
Engines and Boilers. 


a = | G2 Write for full Descriptive Catalogues and Prices 
} 
| 


ENDORSED BY THE | before buying. 
| PORTER MPG. CO., Limited, Syracuse, N. Y. 
THE EVANS FRICTION CONES. GERMAN GOVERNMENT Branch Store, 218 Congress Street, Corner High, oie Mass. 
| And leading Paper and Pulp Makers | - 
For chan ging The speed can of Europe, and adopted as standard by the THACHER’S 
and regulating 


be quickly and | Association of Saxon Wood Pulp Makers. 


Amooiation of Sano Wood Pulp Mok"*- | Datont Belt Rasteners, \. 





ES Se aneoneeaeees 











the speed of ma- er verted) | inde | \ a ng Ss y N a v a 335 ‘\ 
chines automati- while the ma- : eoiiien clcehi Aneataiiens heed, 4 Ply ease a “RAT TER. 22. ABBY . 
cally or by hand. chineisrunning. 0ZONE MANUFACTURING CO.,| The Claflen Mfg. Co., 


86 Walker Street, New York. Cleveland, Ohio, U.S. A., 


Address the Evans Friction Cone Co., 85 Water St., Boston, | soic scout ror sieatens & Harsxe Ozone Machines 


Sole Manufacturers. 
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; °. Turbine 
i: Horizontal Turbines. 
Che insm ) »f power electrica 
has 1\ 1 is¢ > wate we 
l Stilwe Bie i ( 
pan\ {t Waytor yr ranutact er ot 
the Victor turbine s makin i lea 
specialty of designing and installing con 
plete water powe plants for electric pur 
poses and is doi an extensive business in 
that line. One of the accompanying illus 
trations represents six pairs of Victor 
bines on horizonta shaltts, ich pair ae 
signed to drive two dy imos ect fro 
the turbine shaft, furnished for the new 


station of the Edis Electric Illuminating 
: l Fall } j ne 
| de i ' i all>, < bhes s V)} 
Company, Spokane fa Wash in per 
ating under 70 feet head. These turbines 


are all supplied with water from one hori 


zontal feeder (not shown), a branch feeder 


of turbines, provided 


the 


extending to each pair 


with a valve gate for shutting out 


water. Each turbine of each pair is entire- 


ly independent, having its own governor 
and gate rig, so that either one or all may be 
operated at will. 

The second illustration is not that of a 
new fangled machine gun of large calibre, as 
might be supposed at first glance, but it 
of 


& 


Victor turbine 
the Stilwell 


horizontal 
peculiar built 
Bierce Manufacturing 

The upon and dis- 
charge into a draft the 
whole being placed within a wrought iron 


represents a 
design, by 
Sompany. 
seated 


turbines are 


cast iron box, 
frame (the upper part of which is removed 
to show the turbines), having an end connec- 
tion with the feeder leading into the canal. 
Seven pairs of turbines gf this design were 
Sebago Wood 


at South 


SS 


Board Com- 
Windham, 


furnished to the 
pany at its pulp mill 
Me. 

The catalogue 
Manufacturing Company illustrates a wide 


of the Stilwell & Bierce 


variety of work in this line, and the engrav- | 
ings are of special interest as indicative of 
the company’s ability to meet the require- 
ments of peculiar and difficult locations. 


—_—— o oo 


The Manufacture of Chlorine. 





In an article contributed to the Zngv- 
neering and Mining Fournal Prof. G. Lunge, 
of Zurich, has the following to say on the 
acid and chlo- 


manufacture of hydrochloric 
rine: 

‘A host of inventors has been attacking 
the problem of manufacturing hydrochloric 
acid and chlorine from magnesium chlorides. 
So far as that substance has to be produced 
artificially, as has been over and over again 
proposed in connection with the ammonia | 
soda process and otherwise, the Leblanc 


men need not apprehend any furious inroad 
into their preserve. But it known 
that enormous quantities of a saturated 

chloride 


is well 
solution of magnesium are con- 
tinually run to waste at the Stassfurt potash 
works, sufficient to cover the entire present 
consumption of chlorine products in the 
world. 

‘‘ For a number of years past many chem- 
ists, both at Stassfurt and elsewhere, have 
been working at that matter, and several 
times it has been announced tothe world that 
final success had been attained in utilizing 
the magnesium chloride. Probably the 
greatest interest in that direction has been 
aroused by the Weldon-Pechiney process; 
but that process seems to hang fire, nor 





have the various inventions practiced at | 





Stassfurt itself so far influenced the chlorine 
market, and some breathing time seems at 
all to the 
works. 

**So much is certain that up to this mo- 


events still granted Leblanc 


ment practically all chlorine products are 
4 furnished by the Leblanc works, which have 
been thereby partly enabled to keep over | 
water, although the smaller factories one | 
after another have been compelled to close. 
Indeed, in their 
favor by the grand success of the Chance 


the tide seemed to turn 


process for recovering, from that bugbear | 
of the 
in the state chemical 


alkali works, ‘tank waste,’ sulphur 
of 

as much as had been paid for 
Un 


which | 


purity, worth four | 


or five times 


in the shape of pyrites. 


fortunately the 
appeared to be the closing link and con. | 


it originally 


Chance process, 


summation of the range of processes con- 
nected with the Leblane process, seems to 
be saddled with some drawbacks which have 
not yet been entirely overcome. The com- 
plaints of nuisance in some places are worse | 


than ever before, and the economical side 


. : . : ! 
of the picture is by no means as bright asit | 
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was first painted, it in both respects} fullest possible use of the chlorine con- | con process. Although the superiority of 
onger experience may be expected to im-| tained in hydrochloric acid itself, only a | the latter over the former has been demon- 
rove matters. juarter of which is at present utilized in | strated long ago, most manufacturers still 

Another problem is that of making the | the Weldon process, or a third in the Dea- | stick to the Weldon process, dreading to in- 





ARRANGEMENT OF PAIRED TURBINES ON HORIZONTAL SHAFTS. 





TURBINE. 


ARRANGEMENT OF HORIZONTAI 





H. H. WESTINGHOUSE. 
WM. LEE CHURCH. 
WALTER C. KERR. 
ISAAC H. DAVIS. 


WESTINGHOUSE, CHURCH, KERR & CO., 
ENGINEERS. 


CHICAGO, 156 and 158 Lake Street. 
ST. LOUIS, 511 N. Fourth Street. 
KANSAS CITY, 


17 Cortlandt Street. 
BOSTON, 620 Atlantic Avenue. 


PITTSBURGH, Westinghouse Building. 1222 Union Avenue. 


Represented in PHILADELPHIA by M. R. MUCKLE, Jr., & CO., Drexel Building. 


WESTINCHOUSE ENCINES. 


THE COMPOUND AUTOMATIC ENGINE. Condensing or Non-Condensing. 
THE STANDARD AUTOMATIC ENGINE. 
. THE JUNIOR AUTOMATIC ENGINE. 





THE RONEY MECHANICAL STOKER AND SMOKELESS FURNACE. 
COAL AND ASH HANDLING MACHINERY for Large Plants. 


‘THE STEAM LOOP. 


For Separating from the Steam and Returning to the Boiler 


A Device without Mechanism. 


ALL WATER OF CONDENSATION OR PRIMAGE. 





Contractors for Heavy Power Plants. 


Contractors for Subdivided Power Plants. 


Contractors for the Renovating of Existing Power Plants for the improvement of |_Economy. 


ACKNOWLEDGED THE STANDARD FILTER OF THE WORLD. 
RENDERS TURBID OR ROILY WATER CLEAR, BRIGHT AND SPARKLING. 


Owing to increased sales we have been enabled to reduce our prices. Send for Catalogue to 









De 


cur the very large outlay ser a De: acon plar 
in the face of the of process 
professing to be vastly superior to the 


c rowd new 


ter. The last year has been specially f, 
tile in that field. Quite a number of inve 
ors have worked at various forms of t 


reaction where chlorine is produced by ; 


mediation of nitric acid, the nitric acid | 


ing continually regenerated by means 


‘plate columns’ or similar apparatus. 
other processes I will only mention that 
Wylde of 


having attention. 


and Brussels 


It rea 


Reychler, 
attracted most 
does seem as if 


great changes were impe: 


ing in that quarter. 
draw 


‘*In this connection we attention 


the interesting fact that chlorine, 


in spite 
its paramount corrosive properties, has n 
entered the ranks of those gases which a 
on a large scale compressed into a liq: 
and sent out in iron boxes, like sulphur 
oxide, carbon dioxide and ammonia 

which class must be added compressed oy 
gen, although it is not liquefied). Liqu 
chlorine is now sent out to distant countri. 
and may yet play an important part in t! 
extraction of precious metals, to which a; 
plication I would draw special attentio 
A great drawback to that way of handlin 
compressed the 


weight of the iron bottles used; 


gases is cost and de 
but pe 
haps the Mannesmann tubes, which arous: 
such interest at the international meetings 
at Pittsburg last year, will produce 
marked improvement in the above men 
tioned respect, since their weight is muc! 
less than that of ordinary welded iron o; 


steel tubes of the same tensile strength, 


‘‘While the Leblanc and 
monia alkali makers and a host of inventors 


present am 
of new processes are all striving for the 
palm of success a most formidable competi 
tor to them all 


has arisen, who had bee 


hitherto looked down upon as practically 


out of the field. The problem of decom. 
posing alkaline chlorides by electricity, at 
tacked as it had been from many quarters, 
had certainly not been solved as a paying 
process until the most recent times. At the 
Paris Exhibition in 1889 the writer had a 
special opportunity of convincing himself 
that the process of Gall and Count Montlaur 
for manufacturing chlorate of potash from 
the chloride by electricity was more than 
an experiment or a plaything, and, in fact, 
that process is now carried out in Switzer. 
land with a water works of 700 horse power. 
But chlorate of potash is a somewhat ex 
pensive article, salable only on a very re- 
stricted scale, and offers no solution to the 
main problem—that of splitting up alkaline 
clorides into caustic alkali and free chlo- 
rine. 


‘* Now, in the course of 1890, that solution 
seems to have been at last found, less by 
some new and special inventions than by 
carefully elaborating the details of plant 
and working conditions of well-known proc. 
Chemical Works, 
near Frankfort, potassium chloride is now 
regularly decomposed by electricity and 
both caustic potash and bleaching powder 
are sold from that source; nor is there, as 
any obstacle to applying the 
same principle to sodium chloride, so that 
the manufacture of soda in the same man- 


esses. At the Griesheim 


it appears, 


Even if at 
the present moment the conditions of pro 
ducing and applying electricity sufficiently 
cheap for the decomposition of sodium 
chloride are not yet entirely attained, there 
can be no reasonable doubt that any ga) 
still open in that respect will soon be 
bridged over, and that in the future ele: 
trolytically made soda will appear in the 
market. 


ner is only a question of time. 


‘* Even further than that go the attempts at 
applying electrolysis to the direct bleaching 
of textile materials and paper pulp; for i: 
this case the expense of converting th« 
crude products of decomposition into com 
mercial articles would be avoided. A few 
years ago a great deal of noise was mac: 
about L’Hermite’s bleaching process. * * 
At this moment the Kellner process is to 
the fore, which goes much beyond L’He: 
mite in utilizing not merely the chlorin 
but also the alkali formed in the electrol, 
sis of sodium chloride for directly bleachin 
paper pulp. So far the reports on the su 
cess of this process, as carried out at a la! 
English paper works, are eminently sat 
factory, and unless a similar disappoi' 
ment is to follow, as in the last mention: 
case, the Kellner process would close 
one of the most important outlets for bo! 
bleaching powder and alkali.’”’ 
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NATIONAL WATER. PURIFYING CO., 145 Broadway and 86 Liberty St. New York. 


Refer by permission to HENRY R. WORTHINGTON, 86 and 88 Liberty Street, New York. 


HORIZONTAL PRESSURE FILTER. 
8 feet diameter, 20 feet long; 500,000 galloms daily capacity. 


Plan View of TUBULAR | BRASS STRAINERS 
in bottom of Horizontal Filter. 
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General Notes, having embossed covers of stiff paper upon | entered orders for a large number of sys- | this special line. This house manufactures | customers of Stone & Forsyth nothing | 
a which the name is stamped in raised orna- | tems from the Dunnell Manufacturing Com- | chain elevating and conveying specialties, | was thought unusual in receiving this or- 4 
, Syracuse Fibre Ware Company, at mental letters, pany; Flint and Pocasset mills at Fall | as to which the company will be pleased to | der, and the goods ordered were sent by ' 
ic N. Y., has had judgments entered The Boston office of Westinghouse, | River; Forest Paper Company, of Yar-/| give inquiring paper makers full informa- | express \ short time after leaving this 
st it for about $6,000, on which exe Church, Kerr & Co. reports business as mouthville, Me.; the Grosvenor Dale and | tion. order the same man went back to Stone & 
has been issued. It has been in| active. Their recent sales of the larger | Peace Dale mills, Woonsocket Rubber Com | The Boston //era/d tells the story of an | Forsyth and ordered 10 pounds of twine for 
\ess six years and claimed a paid in sizes of engines include one 250 horse power | pany and others. apparent fraud who has been ‘‘working’’ | the Ayer firm, saying he would take it with 
il of $30,000. compound to the Fairchild Paper Company ; Reardon & Ennis, roofing contractors and | mercantile houses throughout Massa hu him, want h he was allowed to do It hap- o 
Sia: Sheil alas sat aie Wiad Winn one 100 horse power to Frank Jones, presi- monintiutetn of the « Dincls” ean, | setts, ——. himself as a =e ang that = - same day —" ae 
I ; ay . 2 dent of the B. & M. R.R.; two 75 horse tilator, Troy, N. Y., have just received the | salesman for the firm of Hollingsworth & | called on Sherwin & Co. Stone & Forsyth’s 
iring Company, manufacturer of iron power to the Olcott Falls Paper Company ; : aia cal i nan | ‘ | Whitney, of Boston. Later developments | regular salesman called upon them, and 
metal pumps, Seneca Falls, N. Y., has three 80 horse power compounds to How. oe testimonial in regard to the ven- | tend to show that this same individual has | ascertaining that the stranger had been 
removed from 60 Barclay street, to 16 land Ellis for an electric railway in Burling- —! | also used the name of other Boston mer- | there communicated the fact to his em- 
ay street, where larger and more com- ton, Ia., and five 5 horse power, six 10 horse Lawrence, Kan., April 22, 1891. chants in his endeavors to victimize the un- | ployers. The man is reported to be be- 
ne: ee —_ oe ee ay power, four 15 horse power, one 25 horse ean the large 86 inch ventilator wary. Last week a man called upon the | tween fifty and sixty years of age, small 
- “~ ee om oe eee eee power, one 35 horse power, one 45 horse which males the fifth They do good sett endt we firm of L. Sherwin & Co., of Ayer, repre- | face, grayish beard, peculiar voice, about 5 
» all its friends. power, one 60 horse power, one 100 horse | can recommend them for paper mill use or any similar | senting himself to be a salesman in the em- | feet 6 or 7 inches in height, and well sup- 
e Central Ohio Paper Company, Co- | power, one 125 horse power, two 150 horse | f*t°ry: Lawrence Parer Company. ploy of Stone & Forsyth, wholesale paper | plied with Stone & Forsyth’s business cards. 
is, Ohio, calls the attention of the | power, and one 200 horse power for acom- The Jeffrey Manufacturing Company, | dealers, Boston. He took an order from | He has also been heard from as using Stone 
e to its extensive line of staple goods plete subdivided power plant in the bleach- | Columbus, Ohio, has opened a branch office Sherwin & Co. for bags and paper, securing | & Forsyth’s firm name in similar attempts 
of novelties through the medium of an | ery and print works of the Dunnell Manu-| at 48 South Canal street, Chicago, IIl., | one of the firm’s bill heads, upon which he | to victimize people in East Pepperell, Gro- 
llently printed catalogue and price list | facturing Company at Pawtucket. They are | which will be in charge of J. H. Gregg, | wrote the order. This order he presented in | ton, Ayer Junction, Townsend, Nashua and 
early one hundred pages. This little | meeting an active demand for their new| who is a thorough and practical engineer, | person to Stone & Forsyth, ordering the | other places. Stone & Forsyth denounce 
hure is of very attractive appearance, | specialty, known as the steam loop, having | and who has had many years’ experience in | goodssent. As Sherwin & Co. are regular him as a fraud. 
THE J. H. HORNE & SONS CO. Lawrence, mass. 
2 w * 5 
FOURDRINIER MACHINES, GUN METAL ROLLS, 
CYLINDER MACHINES, RUBBER ROLLS, 
WET MACHINES, BEATING ENGINES, 
CALENDER ROLLS, WASHING ENGINES, 
CYLINDER MOLDS, CYLINDER WASHERS, 
PAPER DRYERS, SCREENS, min snail 
| PAPER CUTTERS, SAA PE A WINDERS, a 
REVOLVING REELS, HYDRANTS, PRICES. 


LPP DD DD DDD DD DDD LB LD DAL 


| UPRIGHT REELS, | THE “HORNE” ENGINE, ROLL BARS, | 
| CONE DRiVES, THE “HORNE” JORDAN, BED PLATES, 
FAN PUMPS, THE “HORNE” PLATE, RAG CUTTER KNIVES, | 
STUFF PUMPS, THE “HORNE” CUTTER, PAPER CUTTER KNIVES, | 
SUCTION PUMPS, THE “HORNE” ROLL BAR, | BRASS VALVES, 








PAPER MILL MACHINERY. 
FOURDRINIER > CYLINDER MACHINES. |ayS! RevAe*ConPh bur 


ie) OUTSIDE 
-Iron Tub and Wood Tub VALVE GEAR. 













) 


ADAPTED 


f)) BEATING ENGINES. |B) poss 
WET MACHINES, 


Rag Cutters, 
Water and Stuff Pumps, 


é&c., cc. 





We are now noonaved ( to » fuvnials 


PENINSULA 


@ Wood Pulp Grindstones, 


SUITABLE FOR ANY STYLE OF GRINDER, 


On short notice. Sure to give satisfaction. Will 
pay you to get our prices. 


THE CLEVELAND STONE CO., 


Cleveland, Ohio. 


J . & W. J O | iz . Manufacturers of 


McCORMICK’S HOLYOKE TurBINEs, 


Paper Mill Machinery, 
Allen’s “ Blue Spot” Preventative, Screens and Vats for Paper Machines, 


RAG ENGINES AND JORDAN ENGINES MADE AND REFILLED. 


Bleach Boilers, Fan Dusters, Ferry's Patent Star Dusters, 


Improved Patent Rag Engines, ... PAPER CALENDER ROLLS MADE AND REPAIRED.... 
CHILLED ROLLS. 


DUSTERS, ELEVATORS, ETC. 
SHEET, SUPER AND WEB CALENDERS. 


Crocker’s Rotary Pumps and Turbine Water Wheels. = suction Pumps, Stuff Pumps, Power Boiler —— 4 


VERTICAL AND HORIZONTAL ENGINES. | Suction Boxes and Plates, Pul- j 
SHAFTING, PULLEYS, HANGERS AND GEARING. | leys, Shafting, Gearing, é&c. HOLYOKE, MASS., U. S. A. j 


APPLETON MACHINE COMPANY, #erteton.wis., | 


—— MANUFACTURERS OF — 


THE NEW FRAMBACH ano > BADGER, PULP GRINDERS, 








ESTABLISHED 1858. 


BELOIT IRON WORKS, Beloit, Wis.. U. S. A. 
Ee. DD. JON ES, SONS & CO. 

















Paper Mill Plans a 
Specialty. 


PITTSFIELD, MASS. 


ALSO MANUFACTURERS OF 























Wood Barkers, | 

The FRAMBACH } 
Grinder, Splitters, Screens, | 

Bolt Sawing Machines, 

Knot Borers, Chippers, | 


Sulphur Burners and 
Wet Machines, 


The MORGAN Splitter. 


The MORGAN Barker. 





APPLETON Rocker Screen. 
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Soda liquo { 1.162 specifi ravit 14 
| ent. N Ni) wi lissolve a t ree 
quarters <¢ the « se wit i es re of 
72 pounds, while with a pressure of 144 and 
a 1.09 liquor only about half will be dis 
solved 

The solutions contain substances w h 
alcohol preci the following beir g 
their formula as given by Koch: 4C,H,,O 
NaOH The greater the pressure and the 
more concentrated the liquor the larger the 


quantity in which they are to be found 

Acid precipitates brown colored bodies of 
which the quantity is in ratio to the press 
ure and concentration 

The data for softwood common pinew ood 
being that experimented upon—are the fol 
lowing : 

Soda liquors of, respec tively, 1.043, 1.09, 
1162 specific gravity gave the following 


percentages of dissolution : 


Specific gravity . 1.04 1.09 1.162 
Under ordinary pressure 28.37 3.89 35.45 
Under 72 pounds pressure 50.06 1 OF 03 





Under 144 pounds pressure 70.31 74.32 Unkn'n 
Soda liquor of 1.09 specific weight dis 


solved in boiling: 


1 2 3 Tota 
Under ordinary press 
ure .. cess 33.89 6.345 4.460 49.19 
Under 72 pounds Ze 
pressure 66.91 5.56 3.38 79.85 
Under 144 pounds i 
pressure . 74.2 4.565 2.910 $1.80 


Alcohol precipitated solutions as follows, 


with soda liquor: 


Specific gravity 1.043 1.09 1.162 
Under ordinary pressure e 1.043 Atoms 4.8 
Under 72 pounds pressure 1.043 2.0 26.8 

1.043 1.7 Unkn'n 


Under 144 pounds pressure 


Acid precipitated soda liquor solutions 


of : 

Specific gravity 1.043 1.09 1.162 
Under ordinary pressure 1.31 Atoms 2.0 
Under 72 pounds pressure 15.4% 16.00 24.8 


Under 144 pounds pressure . 17.00 2.40 Unkn'n 


Softwood is easily attacked even by di- 
luted liquors under higher pressure and 
temperature : 

The dissolving action of the liquor in this 
case also is increased by greater pressure 
and in larger proportion still by a larger 
graduation of alkaline liquor, while pro- 
tracted boiling is only a partial substitute 
for greater concentration. 

A liquor of 1.162 specific gravity (14 per 
cent. NaOH) under 72 pounds pressure dis- 
solves wood almost completely, while with 
a liquor of 1.043 specific gravity (3 per cent. 
NaOH) under 72 pounds pressure as much as 
half of it is dissolved. 

Only alcohol can precipitate solutions 
when concentrated 1.162 liquor under high 
pressure is used. 

These precipitates transform easily into 
substances reducing ‘* Fehling’s liquor’’ by 
combination with diluted sulphurous acid. 
Acid precipitates brown colored bodies. 
The solutions themselves show no reaction 
with ** Fehling’s liquor.’” When after pre- 
vious acidulation extracts are gathered by 
means of ether there remain after evapora- 
tion residua of a yellowish brown color, 
which, in some instances, phloroglucine and 
muriatic acid will color red. 

The data gathered on hardwood are as 
follows : 

Liquor of, respectiv ely, 1.043, 1.09, 1.162 
specific gravity gave the following per- 
centages of dissolution : 


Specific gravity 1.043 1.09 1.162 


Under ordina ary pressure . 30.25 41.71 46.43 
Under 72 pounds pressure. 55.66 64.36 91.48 
Under 144 pounds pressure 65.59 70.66 Unkn'n 


Liquor of 1.09 specific gravity dissolved 


in boiling : 


1 2 3 Total 
Under ordinary press : 
sure 41.71 10,19 2.79 54.68 
Under 72 ~3=pounds : 
pressure (4.36 2.8 2.5 69.80 
Under 144 pounds 
70.06 5.32 3.41 79.39 


pressure 
Alcohol precipitated solutions as follows, 


with liquors of: 


Specific gravity 1.043 1.00 1.163 
Under ordinary pressure 11.10 »). 80 
Under 72 pounds pressure 1.10 7 15.80 
Under 144 pounds pressure Atom nkn'n 





Acid precipitated solutions as fellows; 


with liquors of : 


Specific gravity 1.043 1.00 1.162 
Under ordinary pressure 5.40 6.00 5.60 
Under 72 pounds pressure... . 9.40 15.40 33.60 
Under 144 pounds pressure 14.00 18.40 Unkn'n 


Hardwood is also strongly attacked by 
liquors even in diluted state ; while higher 
pressure and concentration of liquor in- 
crease the action of the alkali as a solvent. 

If 54 per cent. is taken as the proportion 
of cellulose contained in wood, and 46 per 
cent. as being non-cellulose, the last named 
wilt be dissolved with three hours’ boiling in 
liquor of 1.043 specific gravity (3 per cent. 
NaOH), under about 72 to 87 pounds press- 
ure; in a liquor of 1.09 specific gravity 
(8 per cent. NaOH), under about 68 to 72 
pounds pressure; in a liquor of 1.162 (14 
per cent. NaOH), under about 35 to 53 
pounds pressure. 

Repeated boiling will produce the same 
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BOOKS OF REFERENCE DIRECTOR Y. 
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liquo f 1.09 C i ty S pe ent 
NaOH 
— 
In ir stria ract however, higher 
ire is used because of the disentangle HE following is a list of Books of Reference on 
. . : subjects connected with Paper Making, “hemi 
ent of the fibre v mechanical processes. 
. : ; cals, Colors, Machinery, Hydraulics, &c.: 
A lar lantity f cellulose, on the other 
. ' Hoel AUERBACH Anthracen: Its Constitution, 
is dissolved with the non-cellulose Properties, Manufacture and Derivatives. 
parts and high pressure, as a rule, produces 8vo ‘ ws eeeees 8500 
waste, inasmuch as from a hundred parts BAIRD.—Standard waa. patereaten Tab‘es, 
; NG civ tbe veeaccxe. » Sescvees eves cuverteens 5 00 
of wood barely thirty-five parts are recov mite 
: BENSON. Principles ef the Science of Color. 
ered asa rule 4to.... ‘ ; iduueueue 7 50 
Incrustating substances are entirely de BENSON.—Manual of the Science of Color. 
’ ' « ae 12mo.. ‘ 3 - 100 
co ose then igar or kindred bodies 
: rity lkaline i . , BESANT.—A Treatise on “Hydro Mechanics. 
ire not founda In alikatine liquors, wood 8vo... BBE SEO ARRAS ERG EPA 5 00 
um. however. is fo 1 therein sor mes 
im, however, ts found therein metime BOX.—A Practical Treatise on Bectancnates 
especially in hardwood. to the Useful Arts. Ulustrated by 14 — 
. ‘ : = ; 12mo..... 5 00 
Substances precipitated by acid exist In| Rox —a Practical Treatise on Mill Gearing. 
ilmost all solutions. Pe dtavsersubbaswseederehdueese,  sesesesve 38% 
The quantity of etheric extracts is always | BOX. —Practical ‘Hydraulics. a 200 | 
trifling, while the color reactions which they BRESSE.—Hy4raulic Motors. 8vo............. 250 


produc e in combination with phoroglu ine | BROWN.—Five Hundred and Seven Mechanical 
SEOCSMRGMES, THD. 00.0. ccccsecccecsccseccses 1 00 


CALVERT.—Dyeing and Calico Printing, in- 
cluding an Account of the Most Recent Im- 
provements in the Manufacture and Use of 
Aniline Colors. With dyed Patterns. 8vo. 8 00 


— , 2 > CHEVREUL.—The Principles of Harmony and 
Illuminated Embossed Paper. Contrast of Colors and their Application to 


—_—— the Arts. Illustrated with Colored Plates. 


and muriatic acid are too sporadic to con- 
stitute reliable data. 


- —-—- - 


An illuminated embossed paper, which | DEMO... . seen eee ee ee eee ec eee eeeeeeeeeeeeeees 3 00 
s been i duced t -ke s ius COOPER.—A Treatise on the Use of Belting for 
has been introduced to this market, has just cian a oe... 3 80 


been patented. CORFIELD.—Water and Water Supply. 16mo., 50 


; CROOKES.—Handbook of Dyeing and Calico 
applied along one edge of the embossing Printing. With dyed Patterns. 8vo........ 15 00 


and along the surface nearest the edge in | CULLEN.—Practical Treatise on the Construc- 
don of Horizontal and Vertical Water 


The paper after being embossed has color | 


a manner different from the color applied at Wheels, Quarto.... ..... ......ccseceese 5 00 

the opposite edge and the surface nearest | powWNING.—The Elements of Practical Hy- 

thereto. GHEE, DUR, sceccccscscscas © exes cceves 27 
This effect is produced by spraying the DUNBAR.—The Practical Paper Maker.... .... 1 00 


FAIRBAIRN.—The Principles of Mechanism 
and Machinery of Transmission. 12mo..... 2 50 


7 FAIRBAIRN.—A Treatise on Mills and Mill 
ing on the paper, applying the color to that WEE, BHU, Die sccpevscievcwcces - 1000 


edge and to the surfaces adjoining that | FANNING, a Beatin Dreatiee on Water Gap- 
. ply Engineering. 8vo.... ......... 5 00 
JACOB.—The Designing and Construction of 
The colored liquid is applied by means of | Storage Reservoirs. 16mo.... ...........-- 5 


an atomizer, the spout or nozzle of which is | JOHNSON. — The Practical Draughtsman's 
. o Book of Industrial Design and Machinist's 
inclined toward one edge of the embossed | and Engineer's Drawing Companion. With 


paper, and the result of the process is to over 50 Steel Plates. 4to.............-..+-+- 10 00 

| KANE.—Elements of Chemistry, including the 
most Recent Discoveries and Agpmeations 

of the Science to Medicine and armacy, 

and to the Arts. Illustrated. 8vo.......... 1 6 


paper by suitable spraying apparatus held 


obliquely toward one edge of the emboss- 


€ dge. 


give the paper an illuminated effect—that 
is to say, the embossed portion has a pecu- 
liar effect of light and color when looked at 


from one side and an entirely different ef- | SEND ORDERS TO 


HOWARD LOCKWOOD & CO., 
Box 3715 P.O. New York. 


fect when looked at from another side. 


This effect may be increased or modified at | 
pleasure by the use of more than one color. 


THE ELECTRIC VENTILATOR 


IS THE BEST ONE MADE FOR DYE HOUSES, PAPER MILLS, AND ALL CLASSES OF 
BUILDINGS WHERE THOROUGH VENTILATION AND REMOVAL OF STEAM 
IS WANTED. PLEASE READ ACCOMPANYING TESTIMONIALS. 
Tiffin, Ohio, February 2, 1890. 
Reardon & Ennis—Replying to yours of February 21, would say: We have been 
using your Ventilators for three or four months and think well of them. There was 
only one error we made in putting them in—we did not put in enough. Where they 
are stationed they carry off the steam, but we should have distributed them through 
our entire machine room at intervals. AMERICAN STRAW BOARD COMPANY. 
Lawrence, Kan , April 22, 1891. 
Reardon & Ennis—We have just received the large 36 inch Ventilator, which makes 
the fitth. They do good work, and we can recommend them for Paper Mill use or 
any similiar factory. LAWRENCE PAPER C0. 
These Ventilators are in use on Ohio Paper Co.'s mill, Niles, Mich., 
and many others. For prices, &c., address the manufacturers, 


REARDON & ENNIS, TROY, N. Y. 








L. M. BIGGS, Akron, Ohio, 


—— MANUFACTURER OF —— 


‘ROTARY GLOBE BLEACHING BOILERS 


For Rags, Rope, Tow, Straw and other Paper Materials. 
ALSO ALL KINDS OF 
— > Boilers and Heavy Sheet and Boiler Iron Work for Paper Mills a Specialty 
a CORRESPONDENCE SOLICITED. SEND FOR CIRCULARS 
“aL. M. BIGGS, Proprietor Summit City Boiler Works, AKRON, OHIO. 
Respectfully refer you to 
O. C, BARBER, Esq., Akron, O. | Akron StrawBoarp Co.,Akron,O, | Waitmore, Rosprnson & Co., 
H. P. Hrircucoos, Quincy Parer Co., Quincy, Tl. Akron, Ohio. 
T. W. Connex, 
. F. SEIBERLING, 


Lockport Paper Co., Lockport, Dramonp Maton Co., Akron, O. 
il BUCKEYE SEWER Pipe Co., Akron. 

H. Patmer, 
D. E. Hii, 





tere 


| CABOT, RAY & CO., 


BARBER, CHAS. B., 


Dewrust Paper Mru1x, Delphi, Ind. Ohio. {Hl 
UNION STRAWBOARD Co., Ander- Norruwest Paper Co., Rockton. 
Hon, A. L. ConGeER, son, Ind. 

Gro. W. Crouse, 

Hon. J. P. ALEXANDER, Tiffin, Ohio. 
A. P. BALDWIN, 
PorTAGE STRAWBOARD (Co. 


settee 


AMERICAN PULP AND PAPER Co.., 


AKRON SEWER eg 
Arron Iron Co., 


NOBLESVILLE Paper Co., Nobles- 
ville, Ind. 

MonROoE SEIBERLING, Kokomo 
na, 

Mantin WiLiiAMs, Kokomo, Ind. 





Windsor Locks Machine Company, 


WINDSOR LOCKS, CONN., 


MANUFACTURERS OF 


JORDAN ENGINES, 


DRYERS, 
Rotary and Stuff Pump Reels, 
RAG CUTTERS, 


Screen and Vats, Engine Rolls, Suc- 
tion Box Plates, Tube Rolls, Stock — 
Boxes of all kinds, Roll Bars, Bed 
Plates and Rag Knives 







JORDAN ENGINES Refilled and FILL 
ING kept constantly on hand. 





G. L. BOSWORTH & CO., "wotiome' ass" 
NORTH RIVER BLUE STCNE FLOORING. 


Especially adapted for Dye Houses and Paper Mills, where it is wet, as the Stone 
does not absorb water and chemicals or acids do not affect it, as it has been thoroughly 


tesved in the many mills where it is used at present. 


It does not become slippery with 


wear ; it is always clean. Another feature is its crushing strength ; where heavy truck- 
ing isdone the Blue Stone stows its superiority over any other material. We have 


floors laid where trucks weighing from one to three tons are constantly going over them | 


and no perceptible wear is noticed, and we never had a stone break. 
The following parties are using these stones, to whom we respectfully refer : 


WHITING PAPER CO., Nos. land 2, Holyoke, Mass, 
PARSONS PAPER CO. Nos. land 2, Holyoke, Mass. 
ALBION PAPER Co, . 2 Orders, Holyoke, Mass. 
SYMS & DUDLEY PAPER CO., poivoke Mass. 
MASSASOIT PAPER ( : Holyoke, Mass. 
FARR ALPACA CO., . Holyoke, Mass. 
array PAPER CO., Mittineague, Mass. 

WORTHY PAPER CO. Mittineague, Mass. 


results under ordinary pressures and with BYRON WESTON PAPER MILL CO., Dalton, Mase. 


WORC ATER AnD D. WORKS, yosemion, 
HUDSON RIVER PULP AND PAPER CO., 


SUGAR RIVER P. 
WILLAMETTE 


mer Falis, N. Y¥. 
REMINGTON PAPER co. Watertown. N. Y. | 
PER MILL CO.. Clermont; N. H. 


E PULP AND PAPER CO. 


Oregon City, Oregon. | 


AND OTHERS. 


Mans, | OMEARA, M., 
| OVERTON, R. H., & SON, 104 Times Building, N. Y. 


NAL. 


Cards under this heading will be charged for 


atthe rate of 815 per annum for each card of 


three lines or less, Each additional line 35 
eartra, 


Architects. 


BUSS, EDWARD A., Mill Engineer. Specialties: Pa- 
per Mill Work and Water Measurements 
85 Water st., Boston, Mass. 


Mills. Surveysand P!ans for Mill Sites. Valuations 
»f Mill Properties Holyoke, Mass. 


Dandy Roll Manufacturers. 


and Laid Dandy Rolls Holyoke, Mass. 


CHENEY BIGELOW WIRE WORKS, Springfield, | 


Mass. Pat. Seamless Wove and Laid Dandy Rolls 


SMITH, C. H., & CO., Holyoke, Mass., manufacturers 
of the Original Patent Hollow Truss Laid and Wove 
Dandy Rolls 


Jute Butt Brokers. 


DALAND, WILLIAM S&., 124 Water st., N.Y. 





Paper Bag and Box Machinery. 


COTTON, W. W., & SON, 41 Centrest., N. Y. 





Paper Clays. 


5 Beekman st., N. _ Y. 
McNAMEE, RICH’D, & CO., 234 Broadway, ae 


SERGEANT BROS.. 132 Nassau st., N. Y. 
Paper and Paper Makers’ Supplies. 


BARRETT, Thomas, Paper Manufacturer and Deaier | 


in all kinds of Paper; Warehouse, 78 Duane Street, 
New York. 


BELDEN & DEAN, Paper Bags, Flour Sacks, Manilla | 


__and Straw Papers. 166 Fulton st., N. Y. 


CL ARK, CHARLES §S , News Paper in Rolls for Per- 
fecting Presses. Box 1k, Plate and Chromo Papers. 


Potter Building, 38 Park row, N.Y Y. | 


HEWITT, C. B., & BROS., Printing, Wray sing. 
_ Building Papers ___ 48 Beekman st Pet 
HULBERT, H. C., & CO., 
MURPHY, JOHN J., 
Paper Makers’ Felts and Jackets. 
BOY NTON & WAGGONER, Manufacturers of Paper 
Makers’ Felts and Jackets, East Aurora, N. Y. 


GEHLERT, LOUIS, 204 East 18th st., New York. Sole 
Agent for Do.ti_eus, Derrwitter & Co., Mulhouse 
(Alsace). 





Paper Makers’ and Paper Stainers’ Colors. 


HAMPDEN PAINT & CHEMICALCO., 
— Sptinghels, Mass. 








HUBER, J. M., Carmine, Orange Mineral, Ultrama- | 


rine, Paper Blue, &c., 14 Platt St., New York. 


Paper Making Machinery. 


CRESSMAN’S IMPROVED RAG ENGINE, with 
Geared Lighter, for raising both ends of the Roll 
Shaft alike. The roll in this Engine has angular 





knives or fly bars, whereby the stock is more effec- | 


tively and rapidly acted upon, making more regular 
and even stuff. This improvement isin use in a num- 
ber of leading mills. For further information ad- 
dress Geo. W. Cressman, Millwright, Lafayette Hill, 
Montgomery Co., Pa. The construction of Paper 
Mills a specialty. , 


MALTBY, F.A., Troy, N. Y., Manufacturer of Four- 
drinier, Cylinder and Washer Wires. Cylinder and 
Dandy Rolls recovered. 


Paper Manufacturers. 


DI AMOND MILLS PAPER Cc 0., White and Colored 
Tissues, Copying Paper, 44 Murray st., N.Y. Send 
for Samples of the new ** Mikado” Tissue Paper. 


HAND, A. F., White and Colored Tissue and Copying 
Paper; mill at Peekskill. Paper Warehouse and 
office, 280 Broadway, New York. 


JERSEY CITY PAPER CO., White and Colored Tis- 
sue & Manilla Wrapping, ‘Cornelison avenue and 
, Montgomery st., Jersey City, 





ORIENT CARD AND PAPER CO., Pawtuckez, R.I., 
Enameled Lithographic Papers, Plate Papers, Chromo 
Boards, Giazed Papers, Card Boards, Litho. and 
_ Varnish Label Papers. 


ORRS & CO., Printing and Hanging, “Mills at Troy. 
Roll Papers a Specialty. Office, 132 Nassau st., N. Y. 


PAWTUCKET GLAZED PAPER CO., Manufac- 
turers of Lithographic Papers, Chromo Boards and 
White Glazed Paper in Sheets or Rolls for Cigar 
and Paper Box trade. Pawtucket, R. I. 





Paper Mill Engine Bars and Plates. 


SLMONDS, A. A., Dayton, Ohio, Manufacturer of 
laning Machine Knives, &c. 


Paper Stock Importers. 


M. A. RING & SONS, importers of all lines of paper 
stock, 67 Federal st., Boston. 





Printed Wrapping Paper. 


O’KEEFE, THOS. A., Printed Wrapping, 48 and 50 
Duane st., N. Y. 








Rags, Paper and Paper Stock. 


ATTERBURY BROS., _140 Nassau st., N. Y. 


BARRETT, Thomas, 78 Duane Street, New York. 
BOYLE, LUKE, 403 South Fifth ave., N. Y. 


BRODERICK BROS., 608-614 W. Pratt st., Baltimore. 


BUTLER, THOMAS, Cotton and Woolen Rags, Iron 
and Metals. 249 Causeway st., Boston, Mass. 


DALY, DANIEL, 366 Water st., N. Y. 
DARMSTADT & SCOTT, PT and 23 Centre st., N. Y. 


ELLIOT, A. G., & Co., Paper and Paper Stock, 32 
and 34 South Sixth st., Philadelphia. a 


FITZGERALD, J. M., 185 and 137 So. Fifth ave., N. Y. 
FLYNN, MICHAEL, 61 Congress st., Brooklyn, N. Y. 


HARLEY, CHARLES, COMPANY, Cotton and 
Woolen Rags, 362 Third st., New York. 


HENNESEY, JAS., & CO., 28 City Hall pl., N.Y. Ware 
houses, 110, 112 & 114 ony st., 233,235 & 237 Til- 
_laryst., Brooklyn, and 314 N. 8th ‘st. . Brooklyn, E. D. 


HILLS, GEO. F., 22, M&W Roosevelt st., 2 New York. 
HUGHES BRO6., 60-66 N. Second st., Brooklyn, N. Y. 


LANEY, JAMES, & CO., Dealer in Paper and Paper 
Stock, Cotton and WV Woolen Rags, Rochester, N. Y. 


LIBMANN, JOSEPH, & CO., New Rags a Specialty. 
191 and 4193 South Fifth ave.  N. 














LIV ERPOOL MARINE STORE CO., nen 


England. L. M.S. Brand Manilla Rope. 


LYON, JOHN H.,&CO., 10 and 12 Reade st., N. Y. 


LYON, J. W., & CO.,.117 Leonard Street, importers 
and Dealers in Paper and Woolen Manufacturers’ 
Stock, Cotton and Wool Packing Waste, &c. 


McGUIRE, MICHAEL, 100and 102 Tenth ave., N.Y. 


McKEON, JAMES F., Paper and Paper Stock, 246 
Bedford avenue, Brooklyn, E. D. 


McQUADE, ARTHUR J., 535 & 537 E.13th st.. N Y 
METZ, PHILIP, 49 Ann st., New York. 
448 Pear! st., New York. 











PEYTON, R., Pa and Paper Seek, 
= - 56 Thomas st., N. Y. 


| RAU, G., Times Building, Rooms 112 & 118, New York. 


RUSSELL, JAS. H., successor to M. Russe.t, 
30 City Hall pl., New York City. 


Rags, Paper and Paper Stock— (Continued, ) 


SERGEANT BROS. 132 Nassau st., N, 


SIMMONS, JOHN, Wholesale Dealer in Paper 
Rags, 20 and 22 Decatur street, Philadelphia 


= . ~ | 
TOWER, D. H. & A. B.—Designs for Paperand Fibre | 


a 


247 Front st., N 


Y 


: LOUIS, SONS’ CO., Manufacturers 4 
Wh slesal iaeee Dealers, 121 Walnut st., Cincinnati 


WARD, OWEN, & SONS, 


WILLCOX, JAMES M., PAPER.C O. , Wholesale ( 
mission Paper and Rag Warehouse, ‘509 Minor stre¢ 
Philadelphia, Pa 


448 & 450 W est 39th s 


13 & 15 Cc olumb: a st., Brooklyn, N. | 





otsmnepsanogscniataaecenseeaisthsnsttensasidemamassacnttaihetciennsa cae’. 
| Screen Plate Manufacturers a i 
BUCHANAN, BOLT & CO., Patent Seamless Wove | _ . ye Repairers, 


| HARDY & PINDER, Manufacturers of Patent ( 
Metal Sectional Screen Plates, Fitchburg, Mass 


Sealing Wax. 


( , Cc Especially for Paper Mills. 
Wholesale Paper Dealers, Holyoke, Mass. 
| 


Strawboards. 





1 Water st., N. Y. | - 
i : ;, JAMES E..& CO., 


| TUCKER'S, E., 
Paper Box Mz ach’ y. 100 Trumbull st., Hartford, Co 
es 


Toilet Paper Manufacturers. 


tor Samples and Prices. 


53 Beekman st., N. Y. | 


47 John and 5 Dutch sts., N.Y. | 





75 Duane st., N 
SONS, Strawboards, Paper, Twin 





A., & SON, 


SHEET AND ROLL TOILE? 


Corresponder 


33 Exchange Street, Boston 





FRICTION CLUTCH PULLEY, 
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Licensed under Friction Clutch Patents of 1879, 1883, 
1888, 1889, and other patents pending. 


All kinds of Maceinery for the Transmission cf Power. 


SEND FOR CATALOGUE, 














— Thorough inspection. 
Insurance against loss or 
damage to: property, also 
against loss of life and injury 
by Steam Boiler Explosions. 





Generai Agents. Offices. 


THEO. H. BABCOCK, New York City, 285 Broadway. 

CORBIN & GOODRIC i, Philudelphia, 430 Walnut Street. 

LAWFORD & McKIM, Baitimere. Md., 22 So. Halliday St. 
ston, Mass., 35 Pemberton 5 

C, E, ROBERTS, \ Providence, R. 1., 29 Weybosset St. 

H. D. P. BIGELOW, Chicago, IIl., 112 Quincy Street. 

Cc. C. GARDINER, St. Louis, Mo., 404 Market Street. 

~% B. PERKINS, Hartford, 218 Main Street. 


Sox, EBURGH &) j Bridgeport, 94 State Street. 


GEO. P. BURWELL, ’ Cleveland, 208 Superior Street. 
MAN &W ILSON, San Francisco, 306 Sansome Street 
W. 8. HASTIE & SON, Charleston, 8. C., 44 Broad Street. 
FRITH & ZOLLARS, , Denver, Col. , Opera House Block. 
C.J. MoCARY & CO., Birmingham, Ala., 2015 First Ave 





MENASHA 


HICKORY SPLIT PULLEYS 





Sole Makers of Hardwood Spoke Arm, Solid Bent 
Rim, with changeable Paper Bushings; make 
kinds and sizes. No glue or nails used. 

Also smallest Split Pulley made, from 8 inches ‘ 
2 inches in diameter. Sole Split Loose Pulley 
market, with gun metal bearings ; requires no oil. 

Sole Makers of Hickory Hangers with iron boxe: 
only wooden hanger in market. Run in 200 pap 


mills, Send for discounts and illustrated price list. 


MENASHA WOOD SPLIT PULLEY CO., 
MENASHA, WIS., U.S, A. 


A. VAN VECHTEN & CO., 

165 Creenwich St., New York 
H. N. BATES & CO., . - + Boston 
GREENE & WOOD MFG.CO., Philadelphia 
THOS, J. BELL & CO., . « Cincinnat 
JNO, T. NOYE MFG.CO,. . Buffalc 
JAS. G. PULLING & CO., Columbus, Ohio 


( Chicago anc 
W. D. ALLEN & CO., ) Minneapolis. 








LOBDELL CAR WHEEL COMPANY, 


Wilmington, Del., U.S. A., 


MANUFACTURERS OF 


CHILLED ROLLS 


For Paper Machines, 


RUBBER, BRASS, COPPER, FLOUR, 
OIL AND INK MILLS, ETC. 







Goenters Furnished Complete, 


. WITH PATENT OPEN FACE HOUSINGS 
80 arranged that any roll can be removed 
without disturbing the others in the stack. 


ROLLS SUPPLIED FINISHED OR 
TURNED FOR GRINDING. 


ROLLS BORED FOR STEAM OR CAST 
HOLLOW. 


_# = ~ ROLLS OF ALL KINDS REGROUND. 
GUARANTEE SATISFACTION. 30 DAYS’ TRIAL. 
THE ORIGINAL IMPROVED 


Baldwinsville Centrifugal Pump 
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Manufactured oe 


BOGGS & CLARKE, 


123 & 125 South Clinton Street, Syracuse, N.Y. 








a 
Beware of Imitations. 
SLT BEST IN THE WORLD! 
ee Called the STANDARD, as it is the PACKING by 
NWE alas Tis which others are compared. 


THE IMPROVED JENKINS BROS. YALYES 
Stamped with our Trade Mark 
ARE GENUINE. 
71 John St., New York, 
JENKINS BROS.. 105 Milk St., Boston. 
a a 21 N. Fifth St., Philadelphia. 
——— 54 Dearborn S8t., Chicago. 
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THE OLD RELIABLE 


Heald & Sisco Centrifugal Pump. 


MORE OF THEM USED BY PAPER 
MAKERS THAN OF ALL OTHER 
KINDS COMBINED. 






More than Fourteen 
’ Thousand in Use. 


CAUTION! j- Ofer nem makers are advertising their wares as the “ Baldwinsvil!e’ 
Sones oul Lume. This oun, ®! fraudulent and jatentiod to Geeckve, 
ee oO} manufacturers trifugal Pum in Baldwinsville. 

we warn all purchasers against parties falsely claiming otherwise, ” 


MORRIS MACHINE WORKS oe Heald & Morris), Baldwinsville, N. Y., U. S. A. 


UMPHERSTON PATENT 


Washing and Beating ENGINES. 
115 


1 most successful use in the United States on all grades 








of stock, Felts, Wrappings, News, Print, Book, Blottings, 
Rope, 


Tissues and the finest Writings and Ledger Papers. 


For further particulars apply to 


THE J. MORTON POOLE COMPANY, 


Sole Makers for America, WILMINGTON, DELAWARE. 





THE PAPER 





SOURNAL. 


LEVIATHAN BELTING. WELDED DICESTERS, 


For Making Chemical Wood Fibre either by SODA or 
BISULPHITE Process. 


423 


TRADE 


| 
Unsurpassed for Strength, Durability | 
and Traction Power. | 


Made any length, width and strength. 
Guaranteed to run straight. Even throughont. 
Unaffected by heat, steam or water. 


BELTS FOR MAIN DRIVING AND WORK OF A 
HEAVY NATURE A SPECIALTY. 


MAIN BELTING COMPANY, 


SoLe MANUFACTURER, 
1219-1235 Carpenter Street, Philadelphia. 
248 Randolph Street, Chicago. 





AMOS H. HALL’S 


fadar Fat ¢ Fank factory, 


North Second Street, above Cambria, 
PHILADELPHIA, PA, 
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No Seams! No HRivets: No Leaks 
These can be furnished to parties in the United States 
and Canada only by 


THE PUSEY & JONES COMPANY, 


WILMINGTON, DEL. 
THE J. GC. McNEIL CO., 
MANUFACTURER OF 


ROTARY GLOBE BLEACHING 
AND OTHER BOILERS FOR 


| STRAW 8 OTHER PULP 


— ALSO — 
All kinds of Boilers and Heavy Sheet 
and Boiler Iron Work for PAPER 
MILLS a Specialty. 
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‘GUHSINUNA ATIdNOUd SALVALLSA 2 





(= ESTIMATES PROMPTLY FURNISHED. 


Drainers, Staff Chests, Broken Tubs, Straw Kettles, 
Boiling and Size Tubs, Water Tanks, &c., 


FOR PAPER MANUFACTURERS. 


Down-Town Office: 140 Chestnut 8t., cor. Second. 


ayer AUTOMATIC 
SPRINKLER“ 


| (-@"Send for New Catalogue, No. 19. 
NS! 1T rc Cylinder Rotar THE J. C. MeNEIL GO. **ro7,,2etter, works, 
REL oe . i. 


oe toc LOWVILLE IRON WORKS CO. 


< rey vs a 
MANUFACTURERS OF THE 








Boiler for Rags, Rope, Tow 
er Paper Materials. 





-RNEST WINSOR 
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BOSTON. 


LK. HEATHCOTE 


& CO., 
GLEN ROCK, 
YORK CO., PA, 


KEYSTONE FELTS,) = 


Fourdrinier and Cylinder Wet and 
Press Felts and Jackets. 


All sizes and styles, suitable for making from the 
Coarsest to the Finest Paper. 


ALL FELTS GUARANTEED TO RUN WELL, 
OR THEY CAN BE RETURNED. 










Newest and Most Improved 
HYDRAULIC 


Feed Crinder, 


TWO, THEEE 02 10UR POCKET. 


Improved Wet Machines, New 
Model Barkers, Knot Borers, 





Chippers, Splitters and 
aul kinds of 


MECHANICAL WOOD PULP MACHINERY. 


Low ville, IN. ¥Y. 


IMPROVED RAR 


BARKERS 


Ground Wood Pulp Mills. 





Write for Estimates. 











We also manufacture Blankets and Stocking 
Yarns of all colors ; also an Extra Heavy Scarlet 
Flannel for Underwear, which we guarantee not 

to shrink. All the above we offer to Paper Makers at 
the lowest wholesale prices, in 
For the best results from fast running, try our XX 
Style Felt for Fourdrinier Machines, and Style | 
* for Cylinder Machine. 
Prices sent upon application. 


quantities to suit. 








THE SIBLEY MACHINE COMPANY, | 


MANUFACTURER OF | 


PAPER MAKING MACHINERY, ALSO 
Paper En, ages, Dustoon, Rag. Hope and Pa oe 
ters, rs anc lates 80 Mi | > ’ a OOoPRNT) ‘ T 
Gearing, Shafting, ere and Hangers. | HOOE ER’S EC¢ ENTR I¢ PI LP 
Jobbing of all kinds. Castings at short notice. | E nel 
Railroad Dusters, 3 to 6 cylinders, specially heavy, SCREENS. 


and the best made for all kinds of Paper Stock z 
No, 132 FRANKLIN ST., NORWICH, CONN. | & 


Cc, A. CHENEY, 


PAPER STOCK AND SIZING, | ; 


58 & 60 Federal Street, 
BOSTON. 


MA 





TICONDEROGA MACHINE CO. 


TICONDEROGA, N. Y. 


NEWTON RUBBER CO. 


FACTORY 





| 
| a 











BOSTON. 











| 
3s ( 
z SANDY HILL IRON AND BRASS WORKS, 
cf 
Ses | Sandy Hill, Washington County, N. Y., 
aiz ~—MANUFACTURERS OF — 
eag 
a ourdrinier and Cylinder 
45 Paver patie rae Blo i En 
gines Rag t an ute 
Diamond Automatic Knife Grinder, — Suen , Fan 
The only practical machine on the market, using $$$ $_$____— ——$—$——— “4 al Rolls, 








water on wheel to prevent the drawing of the temper | Wood Pulp Machinery of all kinds, Water Wheels and ge pneral Mill WwW ork. Role ne one 7 patent 


ton the knives | process. 


Manufectured by DIAMOND MACHINE CO,, | 


HARPER’S IMPROVED FOURDRINIER MACHINES. 





PROVIDENCE, R. L. 
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Lee PAPER I'H 





THE RICE KENDALL 60, 


MANUFACTURERS and DEALERS 


Paper and Mill Supplies. 


FULL LINE OF 


MANILLA PAPERS and TWINES. 


AGENTS FOR THE 
“Excelsior” Felts, Piece Felting 
and Jacketing, 
Shawmut Fibre Co., Somerset Fibre Co., 
Halifax Wood Fibre Co, (Limited), 


American 


SOLE AGENTS FOR 


Kennebec Fibre Co.’s Jute and Box Boards. 


Crocker’s American Matrix Paper. 


91 FEDERAL ST., BOSTON, MASS. 


“WATSON & CO. 


IMPORTERS OF AND DEALERS IN 


Paper Manufacturers’ Supplies 


AGENTS FOR 
WHITEHEAD’S FELTS AND JACKETING, 
CURTIUS’ ULTRAMARINE, 
EX. EX. EX. HEAVY DRYER CANVAS. 


Vanderbilt Building, 132 Nassau Street, 
NEW YORE. 


EDW.H. HASKELL, 
TWINES 


For Paper, Pulp and Strawboard Makers. 
SOLE MANUFACTURER OF THE 
PAT. IMPROVED JUTE TWINE, 
Most Economical in the Market. 
Ne. 11 Otis St. (Winthrop Sq.), BOSTON. 


WM. H. CLAFLIN & CO., 


Successors to CLAFLIN & Brown, 


Wholesale Dealers and Commission Merchants 
IN ALL GRADES OF PAPER. 


WAREHOUSE: No. 111 Franklin Street. 
216 and 222 DEVONSHIRE STREET, 
Boston. 


E. Hatton & Co, 


Rags, Jute, Paper Stock 


Woop PULP. 
Temple Court (“y,Beksezee?), New York. 


CHAS. P. SUMNER & CO. 


(Successors To WATSON, SUMNER & CO.), 


WELLES BUILDING, 18 BROADWAY, — York, 
and Dealers in all Desc 


Importers of 
PAPER MANUFACTURERS’ SUPPLIES. 


AGENTS FOR THE UNITED STATES FOR 
Whitehead’s Felts 


ond déchetings. ULTRAMARINE, 


Extra Extra Heavy Canvas Dryers, all widths. 
Extra Strength Bleaching Powder, Soda 
Ash, all Brands and Tests, 

ALWAYS IN STOCK AT LOWEST PRICES. 
Satisfaction Guaranteed. Send for Prices. 


R. H. OVERTON 
& SON, 


Times Building, Room 104, New York. 





IMPORTERS, PACKERS AND DEALERS IN 


Paper Makers’ Supplies 


Packing Warehouse, 10 JAMES SLIP. 


GILBERT H. PECK, 
Paper Makers’ Materials 


And Commission Merchant, 


TIMES BUILDING, NEW YORK. 
Ir YoU WANT 

New Linen Clippings 

or New Cotton Clippings 


Apply to W. EF. COR 
104 State Street, 


FELIX SALOMON & CO. 


160 Nassau Street, New York, 


IMPORTERS OF AND DEALERS IN 
ALL GRADES OF 


PAPER STOCK 














"heanni, 





ee. C.HnRULBERT & CO. 


No. 53 BEEKMAN STREET, NEW YORK, 


IMPORTERS OF AND DEALERS IN 


PAPER MAKERS’ SUPPLIES. 


Sole Agents for over Twenty-five Years for the sale of 


“STUBBINS VALE MILLS” FELTS and JACKETING, 


PEARL HARDENING and “BERGER” ULTRAMARINE. 


Agents for ‘‘REFINED ALUM” for Sizing and Bleaching. 
CANVAS DRYER FELTS, Heaviest and Best, in all Widths. 





. 32 Reade St., New York, 
DEWITT WIRE CLOTH 60. Market St., Philadelphia, 


SOLE MANUFACTURERS OF 
W hitehead'’s = Otens Dandy Roll. 
' aaseeteeiaieams “yar 
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Also Manufacture FOURDRINIER and CYLINDER WIRES. 


Lettering and Designing on Dandy Rolls executed 
Dealers in all kinds of Paper Mill Supplies. 


Rolls made and repaired. 
neatly and promptly. 


ATTERBURY BROTHERS, 


IMPORTERS OF AND DEALERS IN 





Cotton and Linen Rags Flax Waste Bagging 


AND ALL KINDS OF PAPER STOCK. 
Sole Agents for the Superior Brand, L. M. & S. RUSSIAN LINENS. 
MORSE BUILDING, 140 NASSAU STREET, NEW YORE. 





R 





ee 
Egerton Street, 
E M & [ J ROURKE Chester Road, 
f 3 % 2 a Manchester, England. 


PACKERS of Manchester Gunny Baggings, | 


COTTON WASTE, COTTON AND LINEN THREADS, 


Engine Cleaning Wastes, Manilla Ropes and Paper Stock. 
CABLE ADDRESS: “ PANEL,” MANCHESTER. 


FIDELITY PAPER CO., aaa veka. 


DRYER FEL. Ts.———— 


These Felts are running on over 500 Machines. Send for prices by yard or pound. 


NATRON POROUS 


FOR PAPER MAKERS’ USE. 


FREE FROM IRON AND FROM EXCESS OF ACID. 


Two pounds of it will size as much Paper as three and one-fourth pounds of Lamp or Ground Alum, 
and is 12 per cent. stronger in slamine than in alumina than any other Alam offered. 


PENNSYLVANIA SALT MFG. CO., 


W. ELLICOTT & SONS, Baltimore, 5 Ches Street. Phi ia. 
wet & CO. I 115 Chestnut Street, Philadelphia 
E. L. EMBRER, New York, 








Agents. 


EVERY POSSIBLE VARIETY OF 


ALUM 


POR EVERY POSSIBLE USE OF THE PAPER MAKER, 


HARRISON BROS. & CO., 


PHILADELPHIA, CINCINNATI, 


STANIAR & LAFFEY, 


MANUFACTURERS OF 


NEW YORK, 





CYLINDER MOLDS. 
DANDY ROLLS, 
Brass, Copper and Iron Wire Cloth, 


Nos. 11-19 PASSAIC AVENUE, EAST NEWARK, N. J. 





JOHN H. LYON & Co., 


—IMPORTERS AND DEALERS IN ALL GRADES OF— 


PAPER STOCK, 


And Dealers and Packers of 1) Grades of 


WOOLENS FOR SHODDY AND FLOCK PURPOSES. 


Cylinders and Dandy 


340 Potter Building, Park Row, 





ALUM, 


321 North 2d Street, St. Louis, Mo. 








ADE JOURNAL. 


BULKLEY, DUNTON & CO. 


No. 75 AND 77 DUANE STREET, NEW YORK, 


“EXCELSIOR” FELTS si sscres.. 


For Economy, Durability and Good Results they are Unequaled. Long Established and Well Kr, 
A Trial is Solicited from Manufacturers not already Using them. 


EXTRA HEAVY CANVAS DRYERS. 


SATISFACTION GUARANTEED. SEND FOR PRICE LIST. 


Wm. Cabble Excelsior Wire Mig. cn 


‘No. 43 F 43 Fie Seem: Street, 
NEW YORK. 


pores 











MANUFACTURERS OF 


Superior Fourdrinier Wires, Brass, Copper and Tron Wire, 
$ Dandy Rolls, 
é Molds, 


Copper and Tron Wire Q 
é Best Quality of Wire Rope. 
WRITE FOR PRICE LIST. 


EASTWOOD WIRE MFC. Co. 


BELLEVILLE, N. J., 


— MANUFACTURERS OF — 


FOURDRINIER WIRES “sarerv'snce ! 


Improved Patent Dandy. 


Cylinder Wires, 
Brass, Cylinder 


Cloth of every description. 








Patented August 12, 1884. 


BRASS, COPPER AND IRON WIRE CLOTH OF EVERY DESCRIPTION. 


e@" SEND FOR SAMPLER AND PRICES. 


IMPORTANT TO PAPER MANUFACTURERS! 


We have now running at our Works one of 


POOLE’S PATENT ROLL GRINDERS, 


and are prepared promptly to regrind Old Rolls, soft as well as chilled. 


r . anufacturers can rely upon having their rolls ground perfectly, and at a material saving of freight, by 
pply ring to 


THE TOWNSEND FURNACE AND MACHINE SHOP, 


RUFUS K. TOWNSEND, Proprietor. ALBANY. WN. Y. 


ESTABLISHED 1826. 


LEWY BROTHERS, 
(lerman and Russian Linen Rag Packers. 


BERLIN and KOENIGSBERG, Germany. 
MORSE BUILDING, Ho. 140 Nassau St., New York. 


OT AMT HORIZONTAL AND 


TURBINE WATER WHEELS, “Vr. 


MANUFACTURED BY 
RODNEY HUNT MACHINE COMPANY. 
Also Regulators, Iron Flumes and Penstocks. Everything pertaining to Mill Work. 
tet NEW WHEEL. 


These Wheels give double the power of most whe 


, of same diameter, and have the Highest Efficiency 
Record at Holyoke—30 inch wheel .9050 at full, .7642 at 
half gate. Superior for Great Strength and Dura- 
bility, even speed, excellent workmanship, easy workin; 


and tight closing gate 
1,800 Wheels sold in New England; 87 wheels t 





one paper maker, 6,800 H. P. to another, and 7,200 H,. P 
to another, &c., Xe. 
SEND FOR CATALOGUE illustrating various styles of setting on both horizontal and vertical sha! 


Moderate Prices and Satisfaction in every respect guaranteed. 
B-ston Office: 70 Kilby St. Main Office and Works: ORANGE, MASS. 


PIONEERS IN THE MINING AND MANUFAOTURING OF 


FOURDRINIER WIRES, , Mineral 1 Pl and Patent Talcose and Keystone Clays, Cambridge Golden Ochres. 


FREE OF MOISTURE. 


ESPECIALLY 
ca ADAPTED 
FOR 
PAPER 


TRADE MARK. MAKERS USI 


Por Up In 
PACKAGES TO 
SUIT THE CON- 

VENIENCE or 
PAPER MAKERS. 








T. P. SHERBORNE, T. P. SHERBORNE, Jr. 


STAR STAR CLAY Com PANY 


einen 


AND 
MANUFACTURERS 


OF 


White China Clay 


J. J. B. WILSON. ILSON. 


OFFICE AND WORKS: 
Mertztown, Berks County, 
PENNSYLVANIA. 








AND : 
Office: 10 & 12 Reade Street, ete i 
WOOD PU LP. WAREHOUSE. 35 PARK STREET, NEW YORK.) ESPECIALLY ADAPTED TO PAPER MAKERS’ USE. 
LOCKWOOD PRESS, 126 and 128 Duane Street. cor. Church, New York. 





